HOT STUFF 


You just can’t keep cool and 


comfortable in a spot like this 
foundry; but you can avoid un- 
healthful heat conditions. See 
how on page 18. Continuing last 
month’s summer accident series 
is info on ventilation—page 16. 














COLLECTING 
for Magnesium 
Grinding and 
Polishing... 


peters-dalto 


17904 RYAN ROAD ¢ DETROIT 12, MICHIGAN 
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Your Nearest AO Safety 
Products Representative 
can supply you 


AO Offers 
Magic Lens Tissue” 
in a Compact Dispenser 


HANDY, THRIFTY... 
KEEPS SAFETY GOGGLES CLEAN : CLEAR -: POLISHED 


a 
4 


| THE COMBINATION OF DISPENSER AND MAGIC LENS TISSUE 
MAKES LENS CLEANING SIMPLICITY ITSELF — HELPS YOUR 


Silicone treated Magic 
Lens Tissue cleans lenses 
faster and they stay clean 
longer. 


NO WASTE! Only one 
sheet can be pulled ata 
time. Dispenser measures 
34" x Th" x I%" 

compact enough fo fit al- 
most anywhere. 20- 
gauge steel construction. 


American & Optical 


SAFETY PRODUCTS DIVISION 





| lagéc - fense 
Tissues 


*Treated by G. E. Co. silicones 


Gently rub Magic Lens Tissue over a 
lens (safety goggle or personal glasses). Note 
how quickly dirt, dust, lint and smears dis- 
appear! This special optical cleaning paper 
of highest quality protects, too. By deposit- 
ing an invisible coating of silicone on the 


lenses it makes each wiping 
last longer — and the next 
cleaning easier, faster. The 
tissue is strongly tear-resistant 
and sheets are over 50% larg- 
er than usual. 800 per packet. 


The compact, sturdy steel 
dispenser is a miser—thriftily 
dispenses only one sheet at a 
time. It always works — has 
no moving parts to go out of 
order, require service. What’s 


more, its lock prevents pilferage. When 
refilling, simply unlock and insert refills 
as easily as a packet of hand towels. 4 wood 
screws are provided for quick, easy mount- 
ing in working areas, near vending ma- 
chines, in rest rooms, reception rooms, first 
aid rooms, company garages, cafeterias, etc. 





SOUTHBRIDGE, MASSACHUSETTS * BRANCHES IN PRINCIPAL CITIES 


Circle No. 2 on reader service card for more information. 
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Get floors really clean . . . faster! 


Cleansers designed for hand-scrubbing cannot be expected to give the fast 
cleaning action required for machine-scrubbing. In an attempt to get floors 
thoroughly clean, the operator of a scrubbing machine using a slow-acting cleanser may 
resort to prolonged brush action, but that needlessly piles up mileage on the machine, 
increases labor costs, and prematurely wears out the brushes. To utilize the full cleaning 
capacity of your scrubbing machine —to get floors fllm-free clean in minimum time — 
choose a cleanser that’s specially made for machine-scrubbing. A// Finnell Cleansers are. 
And there’s a type for every need, including Setol, the mineral oil solvent for cleaning 
oily wood floors, and Finola, the Original Scouring Powder, for heavy duty scrubbing 
of smooth, hard-surface floors. 


For consultation, demonstration, or literature, phone 
or write nearest Finnell Branch or Finnell System, 





Inc., 3507 East St., Elkhart, Ind. Branch Offices in 
The Finnell Machine shown above is a all principal cities of the United States and Canada. 
COMBINATION SCRUBBER-VAC 


for large-area, heavy duty scrubbing. } 
Applies the cleanser, scrubs, rinses, 
and picks up — all in one operation. BRANCHES 
Cleans up to 8,750 sq. ft. per hour! FI i ii E LL q y q | E il Hy || [ 

Vacuum performs quietly. (Powder if , IN ALL 
dispenser optional.) The machine Pioneers aad Specialists in PRINCIPAL 


is self-propelled. Can be leased FLOOR-MAINTENANCE EQUIPMENT AND SUPPLIES CITIES 
or purchased. 
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makes liquid handling 


NEW APPROVED it (MA 


For filling oil coolant reservoirs 
directly from drum. 


OKHEIM 


DOUBLE-ACTION 


HAND PUMPS 


For refueling lift trucks and 
other industrial equipment. 


These new Tokheim Hand Pumps are a 
great boon to industrial safety. They 
stop wasteful dripping and slippery 
floors, reduce fire hazard, save on drum 
storage space, and eliminate accidents 
common to other methods of liquid 
transfer. Their fast, easy double-action 
speeds production, reduces costs. Ideal 
for handling many liquids. Available in 
hose and spout models for use with 
drums or underground tanks. 


Approved for 
use with 
petroleum 
liquids — ideal 
for many 
others. 


FOR USE IN 
SCORES OF 
INDUSTRIAL 
OPERATIONS 


a 


For transferring liquids to 
smaller containers. 


WRITE FOR 
LITERATURE 


General Products Division 


TOKHEIM OIL TANK AND PUMP COMPANY 


Wabash Avenue, Fort Wayne 1, Indiana 
Factory Branch: 1682 Howard Street, San Francisco 3, California 
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Letters to 
the editor 


Publish The Docket? 


Editor, 
Have you compiled Right Off The 
Docket in book form? 
Elisabeth A. Duffy, R.N. 
Plant Nurse , 
Huntsvile Mfg. Co. 
Huntsville, Ala. 





e No, but thanks for the suggestion. 
The big drawback would be that 
such a book wouldn’t be authorita- 
tive—since there is no final author- 
ity: all 48 states are their own last 
word on compensation law. Of 
course, it would give a pretty good 
idea of current commission attitudes 
and the kind of decisions that might 
be expected on various types of 
claims. What do other readers think 
about a published digest of Docket 
cases, organized by type of injury 
and by state of origin? 


Medical Record Forms 


Editor, 

The writer is very interested in an 
article entitled Medical Records for 
Safety Men by T. J. Berk (O.H., 
May ’51). If possible, we would like 
to obtain a copy of the form describ- 
ed or copies of forms used by other 
firms. 

N. B. Gensler 

Safety Director 

Superior Tube Co. 

Norristown, Pa. 

eCan you help reader Gensler? 
We’re sure he would be grateful if 
other readers will send him speci- 
mens of their medical record forms. 


May Braille Cover 


Editor, 

If an Oscar award were to be 
given to the outstanding cover idea 
for magazines, you can be sure the 
cover on O.H. for May, 1951, would 
be the winner. . 

Gregg R. Meyers 
Director of Safety 
Blatz Brewing Co, 
Milwaukee, Wisc. 


Continued on page 6 
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fety Shoe as Dressy 
No Other Safety Shoe as Safe as 


No Other Dress 


LN a 


H712-2 


Men's Brown Kip 

Medallion Tip Blucher 

Oxford. Lined Quarter. 

Weatherwear Sole, 

Half Rubber Heel. 
Widths AA to EEE 
Sizes to 13 


H719 

Men's Brown Side 

Woven Blucher 

Oxford. Lined Quarter. 

Weatherwear Sole, 

Half Rubber Heel. 
Widths A to E 
Sizes to 13 


H735-1 
Men's Burgundy Side 
Moccasin Type 
Blucher Oxford. Lined 
Quarter. Neocork Sole 
and Heel. 
Widths AA to EEE 
Sizes to 13 


Women’s Brown Elk 
Finish Mocassin Type 
Oxford. Vitalized 
Leather Sole, 8/8 
Leather Rubber Top 
Piece Heel. 

Widths AA to D 

Sizes to 11 


H803 
Women’s Brown Elk 
Strap Pump. Vitalized 
Leather Sole, 8/8 
Leather Rubber Top 
Piece. 
Widths A to D 
Sizes to 10 


H808 


Women's Black and 
White Saddle Oxford. 
Neocork Sole and 
Heel. 
Widths AA to D 
Sizes to 10 
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Men’s shoes shown 
feature Hy-Te 


.«« Insure Workers’ Feet in Sure Protection 
wide 
HYARES wT 


st’s Isco-Nap 
vamp lining. 


SAFETY SHOES 


“(Air Layer” 








ASK ANY QUALIFIED 
AND IMPARTIAL AUTHORITY. . 


YOUR 





HE’LL TELL YOU... 


EST PROTECTION 
FOR FLAMMABLE LIQUID, GAS AND ELECTRICAL FIRES 


ANSUL 


DRY CHEMICAL 


FIRE EXTINGUISHING EQUIPMENT 


You, who havé seen or used an Ansul Dry Chemical Extinguisher at a fire demon- 
stration or on an actual fire, quickly recognized its superior fire-fighting capabilities. 
Further investigation proves that Ansul “Water-tight Construction” provides greater 
dependability under severe exposure conditions. 
Fire Chiefs, insurance inspectors, safety engineers, 
etc. recognize Ansul as the leader in the dry chem- 





Ansul Hand 
Portable Mod- 
els — 4, 4-B, 
20-B and 30-B. 


Ansul Wheeled Portable 
Models — 150-A and 
350-A. 





Ansul Piped Systems and 
Stationary Units. 








available. 
GUISHERS. 


ical extinguisher field. Ansul Fire Extinguishing 
Equipment and “PLUS-FIFTY” Dry Chemical 
have set unparalleled standards of quality for the 
fire extinguisher industry. 

You get complete dry chemical fire protection only 
from Ansul. There is an Ansul Dry Chemical Fire 
Extinguisher gf the proper size for almost every 
flammable liquid, gas and electrical fire hazard. 
Safeguard your plant and irreplaceable equip- 
ment with the BEST fire extinguishing equipment 
Protect them with ANSUL EXTIN- 


ANSUL EXCLUSIVE FEATURES 


Patented Nozzle assures 
most effective stream pat- 
tern . . . Best results by 
inexperienced operators. 
Special packings in Noz- 
zle and other parts ex- 
clude water. 

Corrosion resistant con- 
struction throughout. 
Easy on-the-spot Recharg- 
ing (No tools needed). 
Quick, positive puncture 
operation. 


- 


Trucks, 





Send for File No. 
706 You will re- 
ceive a variety of 
helpful printed mat- 
ter. Included is our 
latest catalog which 
describes Ansul Ex- 
tinguishers of all 
sizes — from the 
small Ansul Model 4 
to Ansul Piped Sys- 
tems and Ansul 
2000 Ib. Stationary 
Units. 


Ansul Mobile 
Units—Mine Cars, 
Trailers, Jeep 
Equipped and Fire 


MARINETTE °¢ 


¢ Special guard protects 
cartridge . . . rugged 
construction throughout. 
Ansul "PLUS-FIFTY”’® 
Dry Chemical used exclu- 
sively. 

Field tested by thousands 
of satisfied customers. 
Ansul LT Models are 
the only dry chemical ex- 
tinguishers listed by U.L. 
for operation at —65° F. 











CHEMICAL COMPANY 


Fire Extinguisher Division 
WISCONSIN 


DISTRIBUTORS IN ALL PRINCIPAL CITIES IN THE U. S. A., CANADA AND OTHER COUNTRIES 
Circle No. 6 on reader service card for more information. 








LETTERS 





Continued 
Editor, 

The writer has never been ad- 
dicted to the “Letters To The Ed- 
itor” habit; but your cover on the 
May issue was so simple, yet so 
dramatic and forceful in its message 
that I cannot resist my urge to com- 
pliment you. I have it on display in 
our maintenance shop, and my only 
regret is that I haven’t a dozen more 
for other areas, 

R. B. Bates 
Personnel Manager 
Gould-National Batteries, Inc. 
St. Paul, Minn. 


e As far as we know, O.H.’s May 
issue was the first letterpress maga- 
zine to use Braille printing. We 
don’t recommend trying the stunt in 
your house paper or safety bulle- 
tins: It’s a tricky business. The 
production process goes roughly like 
this: first you have to get a Braille 
plate (stamped on very light metal); 
then have an electrotype made from 
it—and our electrotyper nearly had 
a fit before he got the job done; 
then run the plate through the press 
on the back of the page where the 
Braille is to appear. It’s expensive. 


Editor, 

I was quite impressed with the 
cover of your May issue ... to the 
extent that I felt the principal could 
be used in connection with eye-pro- 
tection programs constantly in effect 
in our operations. I thought it might 
just be possible that you had on file 
other pertinent information such as, 
how long would it take an average 
Braille reader to read this message? 

A, R. Sauer 
Safety Engineer 
Bethlehem Steel Co. 
Sparrows Point, Md. 


e About 30 to 36 seconds—2% to 3 
times as long as it took you to read 
the transcription of it. 


Editor, 

We were very much impressed by 
the cover... We are having trouble 
getting our employees to wear their 
safety glasses. Is it possible to get 
posters like the cover? 

Ada Sydow 
Badger Meter Mfg. Co. 
Milwaukee, Wisc. 


e Afraid not, unless you can use 
100 or more reprints of the cover. 
Our printer has set this as a mini- 
mum order. The charge is $32 for 
100, $37 for 500, $42 for 1,000. Our 
supply of tear-sheets gave out with- 
in a week after publication. 
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The Pax trademark symbol- 
izes a deep-rooted tradition 
of superlative quality main- 
fained through a quarter cen- 
tury of continuous research 
and development. 
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Pax-Lano-Sav* Heavy Duty Granulated Skin Cleanser 
Is Advertised In American Medical Association Publications 





1926 - 1951 









G. H. PACKWOOD MANUFACTURING CO. 
1545-55 TOWER GROVE AVE. + ST. LOUIS 10, MO. 


Manufacturing Chemists To Industry 


Granulated Skin Cleansers, Skin Cleansing Creams, 
Degreasers and Detergent Compounds 
*Trademark of G. H. Packwood Mfg. Co. 


Circle No. 7 on reader service card for more information. 
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SAFETY HATS. 


Self-shaping... like a well used felt 
hat. Air-cushioned for sheer comfort. 
Radiation tests prove them 10% cooler. 


Save money. One size fits all heads... 
reduces inventories. Headband as- 
sembly can be removed or replaced 
in six seconds. 

Color choice unlimited. Vivid, perma: 
nent colors molded all the way 
through stronger-than-steel Fiber- 
glas shock-absorbing crowns. 


Make safety hat wearing popular by 
furnishing Hard Boiled Hats or Caps, 


WRITE FOR FREE 
COLOR CIRCULAR 






EVERYTHING 


BULLARD 


IN SAFETY 


Distributors in 
principal cities 


E. D. BULLARD COMPANY 
275 EIGHTH STREET, SAN FRANCISCO, CALIFORNIA 





Circle No. 8 on reader service card. 





Safety Views and News 





BEST MOVIELAND TRADITION was followed when B. F. 
McDonald Co. recently held the formal opening of its 
new quarter-million dollar plant in Los Angeles. Re- 
plete with celebrities and a documentary account of the 
famous Argonaut gold mine disaster of 1922, the show 
was marked by a full hour telecast. Millionaire oilman 
Glenn McCarthy made the dedicatory address. 


KNOW YOUR EXTINGUISHERS is the title of a new training film, designed for 
plant employees by Factory Mutual Fire Insurance Companies. With it you 
can strengthen your fire defenses by preparing all workers to snuff out fires. 
You can borrow it free if you’re a Factory Mutual member. Otherwise, 
film rental will cost $1.00 a day. Or you can buy a print for $75. Write for 
details to 184 High St., Boston 10. 


T’AINT SO, says Dr. Lorand V. Johnson, associate pro- 
fessor of ophthalmology, Western Reserve University, to 
the belief that older workers are poorer accident risks 
than young men. A four-plant study covering 26,000 
men, showed that accident frequency among younger 
workers was higher. The rate for the 40 to 54 group was 
only two-thirds as high as that for men under 21. 


FOR THE FIRST TIME, you can buy Penoptic safety lenses directly from the 
maker, Pennsylvania Optical Co. The 65-year-old company has been pro- 
ducing safety lenses for more than a quarter-century; but, says general 
manager Henry Cheatham, this is the first time that industrial users can 
buy direct. 


RICE HOTEL in Houston, Texas, will be the scene of the 
fourth annual Gulf Coast-Regional Conference on Indus- 
trial Health, to be held September 27 through 29. Chair- 
man of the conference will be Dave M. Wood, who is 
contacting leaders in health and hygiene to discuss topics 
of importance at the meetings. An increase in attend- 
ance over last year’s 400 is expected. 


ONLY MASTER’S DEGREE given in safety engineering is that offered by 
Illinois Institute of Technology, Chicago. Men with B.S. degrees in safety 
are eligible. A new scholarship, covering tuition and $375 per semester for 
books and fees, has been announced by the James S. Kemper Foundation: 
it will enable a candidate to complete work for the graduate degree. 


PROFIT-SHARING PIONEER, the Colonial Tanning Co., 
Milwaukee, commissioned war artist (for Life Maga- 
zine) and nationally-known painter Aaron Bohrod to 
represent the plan pictorially. The result: a mural, 
depicting tannery workers trimming split skins, which 
now hangs in the Milwaukee Art Institute. The painting 
symbolizes the harmony of effort developed by the 
company’s 26-year history of profit-sharing benefits. 





HONORS CONFERRED: To Leslie Dana, of St. Louis, a special medal and 
honorary life membership in the National Society for the Prevention of 
Blindness, for long service to the cause of sight conservation ... To H. E. 
Newell, assistant chief engineer, National Board of Fire Underwriters, a 
certificate of service from American Standards Association, for his work in 
the development of standards as a member of its Standards Council. 
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ant IDEAS...NEW FAC’TS...NEW CATALOGUES 
NEW PRODUCT INFORMATION 


Please send me additional information and literature on items circled below. 


1 

2 
3 
4 
5 
6 
7 
8 
9 


Position. 


Company 


Street.. 
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MEW) Frets about 


"Get this important 
new booklet on 
floor safety! 


Uh FREE! 


—whether you want just one copy or a 
large quantity for distribution. 

This 20-page illustrated booklet, 
“FACTS ABOUT FLOOR SAFETY,” 
gives new and invaluable information 
on maintaining safe floors. 





e@ Provides little-known facts about all 

aspects of floor maintenance ... and offers 

important safety tips. 

@ Sets down for the first time many of the 

common mistakes that cause floor accidents 

—in the section on “Danger Points.” 

® Gives complete procedure for safe cleaning, 

finishing and daily maintenance of most all 

types of flooring. This booklet, in the hands of 


®@ Comes ina handy 5 x 7 pocket size. Easy to ; 
carry around for quick reference. anyone who has any thing to do 


with the care of floors, is bound 
to make those floors safer! 
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= Linsons 
= Wiur-tred makes Ma/ coupon now! 
mee Hoary cra Sale! 


Shur-tred puts an end to most slip complaints 
once and for all! Positively reduces slip hazards 
on every type of flooring. And... 


@ Shur-tred has all the qualities of the finest 
no-buff floor finish. 

® Shur-tred requires no change in mainte- 
nance procedure. 


Maintenance Products Dept. OH-7 
S. C. Johnson & Son, Inc. 

Racine, Wisconsin 

Gentlemen: 


Please send me the following, free of charge and without 
obligation: 
(J one copy, _______. copies of “FACTS ABOUT FLOOR 
SAFETY.” 
] complete information about Shur-tred. 


Name___—_ 





No other safety finish offers this combination of 
features: not tacky or gritty ... brightest shine 
... toughness... wet-mop-proof ... full protection 
-..easy application... quick drying. 


| 





Organization_____ 





Address__ a J ielcdeace 


City. Zone State. 
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Stonehouse Stock Worded FIRE PREVENTION Steel Signs 
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CAUTION CAUTION | 
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) (HANDS OFF} [aracctimes} caine 
: : 1064 ~ 1076 _ eo 
NOTICE (Woiaa| 
CAUTION | Sua | CAUTION] se 
uae aarreanen PASSAGE TO DS a CAUTION) : KEEP TWS DOORWAY if 
NEAR THIS FIRE | (THSFIREMOSE) | (BQ PH | jonevecraca) | FREE OF 
PLUG OR DOOR | WUSTBEKEPTCLEAR) Ce co FIRE DOURS CAN CIGSE 
1086 801 1097 
: 1338 : ve 7 ier 
p> fa + oe 
FIRE ESCAPE ONLY #idle aTiza | FIRE BOX |: 
806 923-R 816 924-R 827 
Mama) (| |AFIRE | Mier 
eicmeu.,| |TOPREVENTFIRE) [ote ouror wont] | AP a 
Sweuscar| [wines] [mons] | suavers 
1327-A 1012 . 900-A 1332-A 
(DANGER CAUTION 
HIGHLY 
EXPLOSIVES) | INFLAMMABLE 
921 116 ee Oy) as 
Decees) (AHANS| [2 aee=| pee 
FORFIRE | \tyieg OFF HERE EXTINGUISHER 
= 635 ; 931 972 838 
NOTICE CAUTION | Ea FOR USE LIFTING, 
KEEP MATERIAL AWAY KEEP ALL TRASH i 
FROM THIS FIRE DOOR PICKED UP AND ON AFIRE TO-DAY 
taavrnnerant | [eeence’| |_FLOSE | Gg | No 08 | 
USE AT ALL TIMES 1062.A 880 925-R 
~__1370-A : a Sa 
CAUTION || CAUTION : 
USE ONLY ALL ODORS AND DAMPERS es 
PYRENE BE GPENEU BEFORE 
ON MOTOR FIRES TURNING ON GAS 
1077-B 1071-D oO iP E N 
CASO LINE ® FIRE EXTINGUISHER § NO LIGHTS | 
: 285 989 Ce 
Our complete Catalog No. 9 free on request 
ee “Signs Since 1863” 
: Von SIGNS, Inc. Manufacturers 


Stonehouse Building + 9th at Larimer + Denver 4, Colorado » AComa 2202 


Circle No. 10 on reader service card for more information. 
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Book Shelf 





Improving The Content Of The Em- 
ployee Magazine: The Dartnell Cor- 
poration, Chicago. $9.50. 

What does your company get out 
of its employee publication? Not 
nearly as much as it should, says The 
Dartnell Corp., as a result of its re- 
cent study; and it goes ahead to show 
you how you can do a better em- 
ployee relations job through house 
organs. The book is divided into two 
parts: the first covers the use of 
opinion polls and surveys; the second 
gives ideas and devices used effec- 
tively that you can copy. Copy is 
restricted to 97 pages, discussing ex- 
perience-proved techniques in both 
surveying and employee magazine 
publishing. In addition, there are 
45 exhibits to illustrate points made 
in the text. Finally, an analysis of 
258 employee publications is pres- 
ented, covering all phases of produc- 
tion, distribution and editorial con- 
tent. All in all, this big loose-leaf 
binder book should give you a bun- 
dle of ideas for pepping up your 
safety bulletins or company paper— 
and possibly cutting its cost. 


Handling Hose And Ladders: National 
Fire Protection Association, Boston, 
Mass. $1.50 (quantity discounts). 
Edited as a civil defense measure, 
this new N.F.P.A. book provides a 
training manual for fire-fighters on 
two important subjects. Pictorial 
step-by-step presentation—there are 
more than 300 photos in its 176 pages 
—makes Handling Hose And Lad- 
ders especially valuable as a text. 
The sequences, showing accepted 
practices, were photographed under 
the direction of a joint committee 
representing N.F.P.A., Fire Depart- 
ment Instructors Conference and the 
International Association of Fire 
Chiefs. The book combines, in a 
single volume, nearly all the mater- 
ial contained in two earlier ones. 


Fire Insurance Inspection And Under- 
writing, by Charles C. Dominge and 
Walter O. Lincoln: The Spectator, 
Philadelphia. Sixth edition. 

To inspect a building today and 
evaluate its fire hazards you have to 
have a working knowledge of a wide 
variety of products and processes. 
Here, in non-technical language is 

Continued Jon!page"47 
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‘In One Year 








"15,000 


for 
MIDDLESEX 
SILVER CO. 


(division of 
R. Wallace 
& Sons Co.) 


Shown below is the 
buffing and pol- 
ishing operation 
at Middlesex. 
Note the hood and 
piping system 
which conveys 
dust-laden air to 
the Collectors 
mounted outside. 









! = 
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Heart of profitable dust control at Middlesex 
Silver is a Pangborn CJ Collector like this. 
Shown above in a cutaway view are the filters 
which make the CJ ideal for heavy loading 
applications like this. 


cloth screen Collector. Result to Middle- 


f ' sex: Pangborn Dust Control has more 





Pangborn Dust Control recovers 
valuable silver from plant dust! 


Talk about profit! Every year Pang- 
born Dust Control at Middlesex Silver 
earns a profit of $15,000 after all oper- 
ating expenses are paid! Centrifugal 
collectors are used to trap coarse dust 
particles . . . and high efficiency is 
assured because valuable silver fines 
are recovered by the big Pangborn CJ 


than paid for itself since installed! 


Pangborn has a complete line of Dust 
Collectors, each designed for a specific 
job. No matter if the dust in your plant 
is valuable, hazardous, or just a 
nuisance ... Chances are Pangborn 
Dust Control will save you money. 
Find out . . . there’s no obligation. For 
full information, write today for Bulle- 
tin 909A to PANGBORN CORPORATION, 
3800 Pangborn Blvd., Hagerstown, Md. 


Look to Pangborn for the Latest Developments in Dust Control and Blast Cleaning Equipment 


Pangborn DUST 





CONTROL 


STOPS THE DUST HOG from stealing Profits 


Circle No. 11 on reader service card for more information. 
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Cesco’s New *600 
AIR-FED HOOD 


from weighty, rigid hoods! 

CeEsco’s #600 AIR-FED HOOD is made of an 
extremely lightweight, highly flexible rubberized fabric. 
This, plus its complete adjustability, provides unequalled 
comfort and full freedom of movement. 





from hoods with narrow, fixed vision! 

Cesco’s #600 has an extra-large, clear plastic 
window for extreme, wide angle vision. In addition, its 
adjustable plastic headband is mounted to the hood on a 
friction swivel to allow full vision up or down as the user 
moves his head. 


from toxic dusts! 

Cesco’s New #600 AIR-FED HOOD. Air fed into the #600 HOOD is tubed around to 
Approved by U.s. BUREAU OF MINES under each side of the face. Here it is diffused and filtered thru 
‘‘Class C’’ Respirator for use where toxic cloth bags so that a constant supply of clean, cool, fresh 
dust and fumes are encountered. Oper- air is maintained directly in the respiratory zone. Further 
ating pressure 5 to 9 pounds. protection is given by a soft cotton bib which acts as a 
baffle to keep out dust. It zips out for cleaning. 


77777 from harmful abrasive particles! « #600’s lightweight, but tough, fabric protects the 

head, shoulders, chest and back against flying particles. It is also waterproof and acid- 
resistant. The sponge-rubber mounted, plastic window withstands abrasion, and its large area gives it 
excellent impact resistance. 


714% from fatiguing, noisy air inlets! « #600’s carefully thought-out design and construction 
brings the incoming air into the hood almost noiselessly. 


a7 to work better, faster, more safely! * The exclusive advantages of CEsco’s new #600 

AIR-FED HOOD are bound to increase worker comfort, safety, and output. It is ideal for lead 

discing and other grinding operations, light sandblasting, paint spraying, etc. Write for more detailed 
information or see your Cesco Distributor. 


CHICAGO EYE SHIELD COMPANY e 2308 Warren Boulevard © Chicago 12, Illinois 


OFFICES IN: Atianta, Birmingham, Boston, Buffalo, Cincinnati, Cleveland, Columbus, Detroit, East Orange, 
Houston, Los Angeles, Montreal, Philadelphia, Pittsburgh, Salt Lake City, Spokane, St. Louis, St. Paul, Toledo, Tulsa 





Circle No. 12 on reader service card for more information. 
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AMERICA’S LARGEST LINE OF 
DRY CHEMICAL FIRE EQUIPMENT! 





Fast Acting, Highly Effective Dry 
Chemical Fire Extinguishers From 


















A LEADER IN DESIGN 
AND ENGINEERING 


Safety First, a leader in design and engineer- 
ing of fire fighting equipment, still leads the 
field with the largest, most versatile line of 
fast-acting, highly effective Hand Portable 
Dry Chemical Fire Extinguishers! This com- 
plete line of 9 powerful, sturdily-built sizes 
ranging from 214 to 30 lbs., offers an extin- 
guisher for any price or need. Available in 
the regular industrial type or the revolution- 
ary pressurized Safe-T-Meter model with the 
exclusive visual gauge for on-the-spot inspec- 
tion. 


NEW RECHARGE CYLINDER 
MAKES PRESSURIZING EASY! 





Just follow simple directions 
on recharge cylinder label... 


no tools or 
technical 

knowledge is |e 
needed. Vv 
When cylin- nitrogen 
der is ex- cylinder 


pended re- 
turn to your Safe-T-Meter 
dealer for replacement. 


=) 6 
4 =; 5 F “Si N 
| SS ee PRODUCTS CORP.. ELMSFORD, N.Y. 


Circle No. 13 on reader service card for more information. 
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FENOPTIC 


SAFETY LENSES 





Announcing a complete line of quality replacement 
lenses, including flat, 1.25 curve, 6.00 curve and 
(antiglare) green absorptive lenses. 


They offer a high quality of protection, assured by more 
than a quarter century’s experience in precision lens making. 


Order them direct. Save with safety! 


PENNSYLVANIA OPTICAL COMPANY «© READING, PA. 


Known for Fine Ophthalmic Products Since 1886 


*PENOPTIC is the trade name of Pennsylvania Optical Company 
Circle No. 14 on reader service card for more information. 
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Circle No. 201 on reader service card for more information. 





FIR Koha ION After 10 years of research, the Navy unveils new foam 










RY extinguishing equipment and claims that it’s 


The “Best Yet” For Oil Fires 


It’s THE WATER IN MECHANICALLY-PRODUCED foams that 
puts out gasoline and oil fires: only after water has 
cooled the burning liquid to a temperature lower than 
its fire point can a vapor-proof barrier of gasoline 
be laid over it to keep the fire from re-igniting. That’s 
the theory of extinguishment which scientists at the 
Naval Research Laboratory, Washington, D. C., have 
worked 10 years to vindicate. Putting the theory into 
practice with new, improved chemicals and equipment 
to produce such fire-resistant foams, NRL believes that 
it now has the most efficient systems in the world for 
combating fuel fires. 

The motorized foam generator-pumper (pictured 
above) for fighting oil and gasoline fires on land is 
the first to be engineered specifically for this purpose. 
Its triple pumps are powered by a 200 hp motor, can 
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deliver up to 2000 gallons per minute of wet foam at 
line pressures of 60 psi. It was developed by NRL, in 
cooperation with various fire-fighting equipment manu- 
facturers, for use at Naval docks and storage yards. 

A number of portable hoselines can be fed by the 
generator, giving plenty of fire-fighting muscle. An- 
other new device—a special adjustable nozzle—allows 
delivery of foam in a straight stream over a long dis- 
tance or in a protective cone-shaped curtain for closer 
work. 

Tank fires can be squelched without even going near 
them, thanks to the new generator. The foam is applied 
on the surface, using permanent pipe installations for 
the purpose; or it can be fed by sub-surface injection 
using the regular oil pipeline inlets to the tank as foam 
conduits. In the latter case, the foam enters the tank at 


Continued on page 37 





Place exhaust fans to give 
a maximum of direct flow from 
intake to outlet. Otherwise 


you'll short-circuit the system. 








WRONG: Inlets and fan on 
same wall short-circuits air 
flow across the room, leaves 
dead air in all but one area. 














RIGHT: Cross ventilation is obtained by correct fan and 
inlet placement. Air is pulled across complete room area. 








LOCKER ROOM ventilation posed a special problem. To 


get rid of objectionable odors from work clothes, and 
to speed drying, lockers were lined up back-to-back and 
straddled by short ducts. All but the lower five locker- 
door openings were blocked off. The ducts led to. . 





PROPELLAIRE DIV., ROBBINS & MEYERS 
A 20” FAN, mounted on a wooden frame with rubber 
strips at bearing points, pulled 10 cubic feet of air per 
minute through each of the 175 lockers. Canvas duct-to- 
fan connections prevents transmittal of noise from fan. 
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Plant Air Needs 


PLANT AIR IN THE SUMMER NEEDS a traffic cop to keep it 
moving. Otherwise, it bogs down and you have a perfect 
set-up for the miseries that hot weather brings. And 
more important than the discomfort and grumbling that 
working in the heat cause are the accidents and damage 
to worker health that they may also produce. 


Heat alone is an important factor, When the ther- 
mometer blows its top, you can spot the symptoms of 
heat exhaustion: fatigue, dizziness, nausea, fainting. 
What happens is a short-circuit in the circulatory sys- 
tem. The veins can’t return sufficient blood to the heart. 
Very hot work places are spots where heat stroke oc- 
curs: the body temperatures of men working there 
zooms—sometimes as high as 105—and coma often re- 
sults. This isn’t just a weak-kneed reaction to a little 
hot weather. Heat stroke can be fatal. You are probably 
familiar with the heat cramps that some men suffer. 
They are caused, at least partially, by salt loss through 
sweating. Salt tablets will help prevent them. 

Even if you never see acute results of hot-weather 
exertion in your plant, you’ll probably be able to find its 
effects in your accident records. Heat causes fatigue— 
fatigue causes accidents. 

e There is the problem. What’s the solution? The an- 
swer is that traffic cop—in the form of adequate ventil- 
ation. Simply by keeping the air moving, you accomplish 
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WRONG: Air flow is choked by duct that is smaller than 
diameter of fan. Restricted area cuts fan’s pull. 











A 











ILG ELECTRIC VENTILATING CO. 
RIGHT: Friction is minimized when duct is at least as 


big around as the fan. Duct flares out at the fan, so 
that there is slight variation due to duct resistance. 
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PENTHOUSE installation pulls air in steady stream from 
inlet through the attic. Grille at opposite end of attic 
floor from inlet gives good air flow. 








HOLCOMB & HOKE MFG. CO. 
SAWTOOTH construction enables placement of fans for 


large quantities or frequent air changes. Fans can be 
located near fume sources to avoid contamination of air. 





A Traffic Cop : 





THERE'S MORE DANGER HERE 


two important things: 

Cooling is achieved, because moving air absorbs heat 
from walls and ceilings. If you take a thermometer up 
under the roof on a warm day, you will be surprised to 
find it registering around 135 degrees; and, in a well 
insulated building, this soaring temperature may last 
many hours after sundown. 


Humidity is reduced. Moving air loses its moisture 
too. The body’s cooling system depends on the evapor- 
ation of perspiration from the skin. A breeze helps this 
process; but if the air is already loaded with moisture— 
well, it’s like trying to dry yourself under a shower. 

That’s the job that ventilation does. Here is how to 
get it done: 


How Much Air Do You Have To Move? 


First: determine the cubic space to be ventilated. 
Measure the length, width and height of each building, 
floor or other unit. 


Then: multiply the volume of air by the number of 
air-changes needed per hour. The number of air-chang- 
es required depends on the type of work being done and 
the general atmospheric conditions. The worse the normal 
conditions, the more often you will have to change the 
air. Here is a list of recommended air-changes for dif- 
ferent areas: 
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Type of Area Changes Per Hour 


Dye houses, plating rooms, and others where 


excessive fumes and moisture are present..... 15 to 20 
Auditoriums, boiler rooms, paint shops and 
SAI SI a vac cunditeipance qscdiccetiancis 10 to 15 
Pump rooms, woodworking shops, machine 
shops and engine rooms ..............+s++ee8: 8 to 10 
General factory buildings, dining rooms and 
WOOIIINR 5. oc cic kvcckctacckccedaussdcicvewateasess 4to4 


For example: a room that is 100 ft. long, 30 ft. wide 
with a 15 ft. ceiling contains 45,000 cubic feet of air. If 
it is used as a machine shop, it needs 8 air-changes per 
hour, or 360,000 cubic feet of air per hour. 


Next: divide the hourly requirement by 60 to get 
the air volume needed per minute. This is necessary 
since fans are rated by the Propeller Fan Manufacturer’s 
Association by cubic feet of air they move per.-minute. 


Then: after you know how much air has to be 
changed per minute, decide how many fans ere to be 
used to move it. Here is where you'll probably need 
some expert advice. Each type and size of building pres- 
ents a different placement problem. 

Finally: divide the cubic feet per minute to be moved 
by the number of fans and you have the required capaci- 
ty of each fan. Manufacturers’ specifications include 
their rated capacities. 


Continued on page 40 
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THERE'S MORE BANGER HERE 


More Heat Beaters 


Tricks to help offset high summer accident frequency 


.. #. «8.4 &. 4-4 





1. Extra Cooling Power For Hot Spots 


WHEN THE THERMOMETER registers 110 degrees, a 
worker’s efficiency has sunk about 90%. Knowing 
this, St. Pierre Chain Co., Worcester, Mass., keeps 
a cooling air stream playing on this drop-forge 
operator. The fan provides 15,600 c.f.m. air delivery, 
and its solid casing prevents stale air from being 
recirculated. The four-bladed aeroplane-type fan 
can keep a good-size area cooled off. It has other 
applications too: turn it around and you have an 
effective exhaust fan to pull fumes away from open 
tanks—or aim it at drying racks to speed comple- 
tion of finishing processes. 

Circle No. 202 on reader service card for more information. 


7. Wet Down Your Roof 


AS WATER EVAPORATES, IT cools the surrounding at- 
mosphere. That’s the principle on which this roof 
sprinkling installation at DeVilbiss Co., Toledo, is 
based. The sprays cut the sun’s heat down to only 
one-fifth of the amount that would penetrate the 
roof normally. In addition to cooling the area be- 
neath the roof—a 10 degree temperature drop was 
noted by Telechron, Inc., Ashland, Mass. after in- 
stallation of a sprinkler system—it takes a big load 
off inside air conditioning equipment. And, instead 
of hurting the roof, the spray extends its life by 


preventing the sun from baking it. 
Circle No. 203 on reader service card for more information. 


3. Keep Those Muscles Covered 


STRIPPING TO THE WAIST for summer comfort doesn’t 
accomplish much more than show off brawny 
physiques. Actually, a light-weight shirt or jersey 
will help keep workers cooler, because it traps the 
perspiration and lets it evaporate on the skin. In 
some places, like this Ford Motor Co., Dearborn, 
Mich., foundry, they have to keep their bodies cov- 
ered. Secret of relative comfort here is light, virgin 
wool clothing: it allows the body to breathe through 
the cloth and still protects against flame and hot 
metal splatter. 

Circle No. 204 on reader service card for more information. 
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We need men—but is this one 
a sound risk? A new service answers 


that question, helps in 


Placing The Cardiac Patient 





THE INDUSTRIAL PHYSICIAN IS OFTEN in the middle these days: he 1° 
is called on more frequently than ever to pass on job applicants 
whose condition makes them questionable employment risks. 
One of the defects which make plant doctors scratch their heads 
is heart disease—in all its different forms. There are about nine 
million heart disease suffers in the country according to fact- 
based guesses, around five million of them are doing some kind 
of work. And the number of cardiac patients in industry can be 
- expected to expand, says Dr. Edward M. Kline, medical consult- 
ant to General Electric Company’s Lamp Department. That will 
be the result of increasing life span. 

That cardiac patients can be valuable employees was shown 
during the last war by many plants. Studies made turned up 
such facts as these: 

e Cardiac patient group had a slightly higher absenteeism rate— 
about 24% days more a year—than a group of unimpaired work- 
ers, but their production rate was 2.4% better. They showed no 
tendency to accident proneness. That was the result of a De- 
partment of Labor study. 

| e Not only do cardiac patients work well, but they can handle a 

| large number and variety of assignments. 25% of all industrial 
jobs can be satisfactorily performed by workers with heart 
disease, according to a study of 40,000 in 25 Philadelphia in- 
dustries, 

| e Fewer claims for lost-time, hospitalization and medical bene- 

| fits were reported by Dr. F. E. Poole at Lockheed Aircraft from 
cardiac patients than from other workers. So the heart disease 
sufferer appears to be a better—instead of a poorer—compensa- 
tion risk than the average, healthy worker. 


- 7 MH VS we 


reF *"s & We 


Work Efficiency Depends On Proper Placement 


The cardiac patient can do a job in industry: he can do it 
effectively, safely if he is placed in one of many jobs that his 
| individual. condition fits. It’s the same approach as that in 
handling workers with other, more obvious handicaps (see 
Handicaps Don’t Count, O.H. January ’51). As far as the job 
? is concerned, a man isn’t handicapped if he can do it. But be- 
cause of the burden placed on industry by the aggravation 
clause in many compensation laws, plant medical men are some- 
times reluctant to take a chance with cardiac patients. 
One way to cut down that chance is a clinic operated by the 
Cleveland Heart Society. Its function: to help industry place 
cardiac patients in jobs that they can handle. Here is how it 
operates: 
Patients are referred to the clinic by their plant physician— 
they can’t get in without a referral. On arrival, the patient is 
met by a medical-social worker who explores his background— 


CAN HE DO the job? That’s the question the 
Work Classification Clinic will answer for Cleve- 
land industrial medical directors. 


Continued on page 30 
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OccUPATIONAL HAZARDS visits— 


A 5,000,000 
Hour Plant 


YES SIR—FIVE MILLION MAN Hours of operation 
without a lost-time accident! 5,294,960 to be exact. 
That’s the mark (a new national record for heavy 
industry) racked up by the Cleveland plant of 
Electro-Motive Division, GMC; it béat the old 
record, set at the Pullman Co.’s Wilmington, Dela- 
ware, plant by nearly %4-million manhours. 

How did you do it? We asked E-M personnel 
and safety men. Nothing unusual—just constant 
safety reminders and continual efforts at keeping 
production methods up to date. But, said personnel 
director J. C. Boyer, come on out, and we’ll show 
you around. Two things impressed us most about 
the plant (which turns out diesel electric engines) : 
1) every person beyond the office door wore safety 
glasses; 2) the entire place was immaculate. Most 
of the fabrication is welding, so we were particu- 
larly interested in the new tricks we saw on our 
tour. 


But we'll let Paul Ficzeri, safety engineer at Electro- 
motive No. 3, tell you about the highlights of his 


plant’s safety features. This is Ficzeri speaking: 


A 
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All our production welding is right out in the open. Our 
housekeeping teams keep flammables out of the way, so 
there’s no fire danger; and it’s much more comfortable 
on hot days. Each man has box (arrow) for tools. 





Hold on a minute while I fix these glasses. I always 
carry pliers in my pocket; there is no better way to keep 4 
men’s glasses on their noses than to show them that I’m 

never too busy to stop and make adjustments. 





This portable elevator makes it easy for men to get 
around on the big welding jobs. Here they are working 7 
on a locomotive underframe section. A_ positioner 
holds the work, and they ride right up to it instead of 
climbing from the floor level. 

Circle No. 207 on reader service card for more information. 
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We shot-blast completed bodies for finishing instead 
of washing them with flammables. It reduces hazards 
all around. Operators wear complete hoods, of course. 
The booth is exhausted to a cloth-type dust collector. 
Circle No. 206 on reader service card for more information. 




















This combination scaffold-tool jig was developed 
here to give men a safe working surface on body 
assembly work. The scaffold fits right over the top 
like a yoke. When this body’s done, we’ll lift the unit 
and set it on the next hood. 
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by Bob Weil 


We move a lot of heavy components like this truck and motor assembly. Big 
2 cranes run the length of each bay to feed units towards the main assembly line. 
The pin through the ice-pick type hook makes sure it can’t open under a load. 


Our paint shop has water-hydraulic lifts so the danger of sparking is eliminated. 
Circle No. 205 on reader service card for more information. 





Here’s a gadget that eliminates a lot of tripping over 
wires and air lines. Receptacles like this are spotted 
all over the plant so workers can plug in tools close 
to the job. The plate protects outlets from damage. 





With “open-air” welding going on all over the plant, 
we've got to be awfully careful about housekeeping. 
Here’s the team that makes it possible: every de- 
partment has a sweeper who keeps aisles clean. The 
motor sweeper follows him up. 

Circle No. 208 on reader service card for more information 
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E&J RESUSCITATOR + ASPIRATOR + INHALATOR 


MAXIMUM EFFECTIVENESS 
for ALL asphyxiation cases 


Pd 


VITALLY NECESSARY when 
manual methods cannot be used 


If the E & J Resuscitator mask can be 
held to the victim’s face, or a catheter 
inserted in the trachea, the victim can be 
resuscitated. The positive and negative 
pressures of the E & J provide complete- 
ly automatic and mechanical inhalation 
AND EXHALATION without reliance 
on the elastic recoil of the victim's 
lungs, which may be adversely affected 
by injury or other complications. 


GET ALL THE FACTS 


Zone_—State———_ 
demonstration 





er. 
Circle No. 15 on reader service card. 
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<« TV camera keeps a close watch 


on billet-casting mold .. . 





Circle No. 209 on reader service card 


. . . and reports to operator 4 


who is 50 ft. away from danger area 


Kukla, Fran & Castings 


CONTINUOUS POURING OF STEEL billets is a critical operation. To get a good, 
sound casting—one without spongy spots or air bubbles—you have to keep 
the mold full to an exact level at all times. 

e The usual way to keep a close check on the pouring is to station a man 
right at the mold-top, so that he can signal the operator. You can see the 
difficulties in that system: it’s highly hazardous; the discomfort from 
radiant heat becomes unbearable in a hurry; dangerous misunderstanding 
of the observer’s signals by the operator might occur. 

e A new way to do the same job is now in use at Babcock & Wilcox Tube 
Company, Beaver Falls, Pa. It is a television installation that transmits by 
wire instead of by broadcast. The camera with a long-focus lens, is rigged 
above the mold and focused down on the stream of molten steel as it pours. 
The operator, comfortably stationed 50 feet away, watches the process on 
his viewing screen. The TV set-up transmits an exact, instantaneous and 
continuous picture of the metal level to the screen, connected with the 
camera by coaxial cable. 


TV Is Safer, Cheaper In Manpower, More Efficient 


Not only does B & W’s television installation permit the operator to get 
right up to the job—without actually going into the danger zone, but it 
provides a more accurate control and cuts the manpower requirements of 
the operation in half. With no signalman, there is no possibility of misun- 
derstood signals. Important seconds that were formerly lost in the signalling 
process are now saved, since the picture is instantaneous. The same type of 
rig can separate workers from hazards on any job that’s too hot, cold, high, 
low, dark or small to see directly. 
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Product Information 





HEY—WAKE UP! That’s the message that safety signs 
convey for you in calling workers’ attention to hazards. 
Eastern Metal of Elmira, Inc., has gotten up a colorful 
brochure to help you select the right sign for your needs. 
It shows, not only danger signs, but those for caution 
and general industrial purposes too. Your copy is free 


on request. 
Circle No. 101 on reader service card for more information. 


GET TOUGH with athlete’s foot, or it will slow your production to a crawl. 
The key to preventing it is toughening workers’ feet to resist the fungus. 
You’ll find important facts on this summer scourge and helpful information 
on how to get rid of it in a new brochure offered by Onox, Inc. Details 


too on a free trial. 
Circle No. 102 on reader service card for more information. 


HURRIED HOSE HANDLING is no trick when you carry fire 
hose on a Wirt & Knox cart, specially made to get your 
plant brigade to the fire with a minimum of effort. Take 
a look at the company’s brochure: it shows light, me- 
dium and heavy-duty hose carts for all types and sizes 
of plants. Three special purpose carts, for foam genera- 


tors and extinguishers are pictured too. 
Circle No. 103 on reader service card for more information. 


A WOMEN’S DISEASE that can cause serious problems in your plant is 
trichomonas vaginitis, caused by a parasite and carried by as many as 10 
million women, according to Protecto Products Company. It may be 
transmitted by toilet seats and other inanimate objects, the germs living as 
long as six hours. What are its dangers? What can you do to protect 
against it? Get the facts on this health threat in two free pamphlets 


offered. 
Circle No. 104 on reader service card for more information. 


EXTINGUISHER GUIDE, for selecting the right fire-fight- 
ing gear to put out any type of blaze, is included in 
Stop-Fire, Inc.’s new folder. Also in the free brochure 
is a description and specs on the company’s line of 
portable and special-purpose extinguishers for industry. 
Circle No. 105 on reader service card for more information. 


WELDERS NEED a variety of protective equipment, depending on the type of 
welding being done. To help you equip your men to weld safely, Willson 
Products, Inc., has just published a 4-page circular: it shows and describes 
a wide range of eye protective devices, respiratory protection and accessor- 
ies. A full page is devoted to the various types filter-glass types and in- 


cludes a handy type and shade selector-chart. 
Circle No. 106 on reader service card for more information. 


NO SCRUBBING OR RUBBING are needed to remove dirt 
and disinfect floors in the same operation. So says the 
maker of First—a brand new floor cleaner. Another 
feature is its ability to work well in cold water. You 
can test it yourself on your own floors with a free 
First test-kit. 


Circle No. 107 on reader service card for more information. 
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DRYBROW 


“The Nation's Sweat Band” 





Steps Up 
Production 


DRYBROW annually to take 
the “lag” out of hot tempera- 


1 
i | 
| Industry is using millions of I 
I | 
1 ture production. | 
| 
i 
( 
i 


More is produced—morale is at 

a higher level—accidents re- : 

duced when workers are I 

equipped with DRYBROW 

Sweat Bands. | 
| 


Exclusive 
Drybrow 
Features 





i 
1. The sponge is reinforced ' 
for longer life. I 
2. Free floating self-adjusting | 
all rubber headband eli- 
minates strain on sponge. I 
Absorbs 20 times its weight in 
moisture. Sanitary and easy 
to wash. 


25th 


nniversary 


Try A 
DRYBROW 
At Our 
Expense 





Write for free sample DRYBROW 
today! 


I 
I 
I 
\ Prices (packed in boxes of 25) 
1-39 boxes ..:..... $4.00 per box 
| 40 boxes or more .. $3.60 per box 
| Stocks ready for immediate 

' delivery. 

{ 

{ 


American Allsafe Co., Inc. 
1246 Niagara @ Buffalo 13, N. Y. 


Circle No. 16 on reader service card. 





there’s a 


tt GIZE 


for your 


Tugt Hacer! 


HOFFCO-VAC 
Heavy-Duty Portable 


VACUUM CLEANERS 








Designed to Remove Dust 
from Larger Areas of 
Floors, Walls and 
Overhead Surfaces 

at Lower Cost! 


Choose from four sizes (114, 3, 
5S and 742 H.P.)... available with 
T.E.F.C. Class I and Class II motors 
for hazardous locations. Also, a 
gasoline engine powered 5 H.P. 
model. FREE Engineering Survey of 
your dust conditions to help you 
select the right Hoffman portable 
for your specific requirements.: 


STATIONARY SYSTEMS IN 
A WIDE RANGE OF SIZES 


Hoffman Also Builds Multi- 
stage Centrifugal Blowers 
and Exhausters, for Air or 
Gas, in a wide range of 
capacities, pressures and 
vacuum. 


WRITE FOR BULLETINS 


U. S$. HOFFMAN 


a i ae 


CORPORATION 
AIR APPLIANCE DIVISION 


98 EAST 12TH ST., NEW YORK 3; N. Y 
CANADIAN PLANT: NEWMARKET, ONT. 





Circle No. 17 on reader service card. 
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Right Off The Docket 





Friendly Banter 
Led To Fight 


On APRIL 26TH, 1949, WILLIS and 
John Harrison were fellow em- 
ployees. Willis found offensive lan- 
guage written on his locker which, 
he charged, was the act of a fellow 
employee. An argument ensued be- 
tween them. Willis drew something 
from his trousers pocket which Har- 
rison maintained he believed to be a 
knife. He picked up an iron rake 
and assaulted Willis, striking him on 
the left arm and inflicting injuries 
for which claim is made. 

The accident occurred during the 
course of claimant’s employment. 
The injuries were the result of a 
personal quarrel between the men 
involved which did not originate in 
the employment. The accident, there- 
fore, did not arise out of the em- 
ployment but was the result of a 
personal quarrel between the two 
men. 

Willis remarked, concerning the 
inscription on his locker, that he 
was prompted solely by an impulse 
to prevent defacement of the em- 
ployer’s property and so was an in- 
cident to his employment. Further, 
the company acquiesced in the 
friendly banter carried on between 
workers and that such banter had 
become a condition of the employ- 
ment. Since the assault arose from 
it, it was an incident of the em- 
ployment. 

Even if friendly banter was a con- 
dition of the employment, this factor 
could not have affected the ultimate 
ruling of the Court by reason of the 
fact that the assault resulted, not 
from a friendly banter, but from a 
direct threat addressed by Willis to 


Harrison—followed by what Harri- 
son interpreted as the claimant’s 
drawing of a knife. 

The Court was bound to dis- 
tinquish between tolerated friendly 
banter and the physical violence in 
anger that actually took place. In 
short, the claimant is portrayed as 
the passive victim of Harrison’s as- 
sault while acting in the course of 
his employment; but the finding and 
evidence indicate that, instead, he 
was the wilful aggressor in an alter- 
cation which was entirely unrelated 
to it. 

Willis vs. Taylor & Fenn Company, 
Supreme Ct. of Errors of Conn. April 
3, 1951 (79 A; 821). 


Cause Of Death 
Not Definitely Known 


Morris, A PUMP MAN, Was found 
dead in the employer’s mine on the 
afternoon of February 17, 1949. The 
widow’s claim was based on the con- 
tention that death was due to an 
electrical shock sustained by her 
husband in the course of his em- 
ployment. Cause of death was un- 
known. 

Morris, when he reported for work 
on the date of his death, appeared 
to be in good physical condition. At 
the customary quitting time, he was 
missed for the trip out of the mine. 
His fellow employees, being con- 
cerned over his absence, went to a 
section of the mine where Morris 
had gone to change the discharge 
lines on a pump. The work to be 
done by decedent consisted of taking 
a hose from the end of one pipe and 

















CORPORATION 


3839 WABASH e DETROIT 8, MICH. 


Circle No. 18 on reader service card for more information. 
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putting it on the end of another. 
Decedent was found dead, lying on 
his back, both hands down by his 
sides. His body was partly under 
one of the discharge lines of the 
pump and across two return ground 
wires, one of which was uninsulated. 
His head was even with the motor of 
the pump. The body was not touch- 
ing the pump, the motor or the dis- 
charge pipe, which was about three 
feet above the ground. The pump 
motor was not running, and the job 
which decedent was sent to do had 
not been performed. 

The clothing of the decedent was 
wet, and he had vomited. There are 
two possible ways to account for the 
fact that his clothing was wet. One 
witness testified that it was impos- 
sible for a person to perform the 
duties of pump man with out getting 
wet. There is testimony that there 
was a water hole along the most 





Band Saw Device 





Tips of two fingers point to two 
metal stop blocks mounted inside 
of a band-saw guard casing. When 
the casing is closed, the blade runs 
down between the blocks: if it 
breaks, they prevent it from buck- 
ling against the work plate and 
glancing off. Instead, the metal 
snake—moving at 10,000 ft. per 
minute—is trapped by one of the 
blocks. It was developed by safety 
engineers at Glenn L. Martin Co., 
Baltimore. 





direct and convenient approach to 
the pump. It is certain that if Morris 
had gone through the water hole, 
his clothing would have been at 
least partially wet. 

The motor of the pump where de- 
cedent’s body was found was oper- 
ated by electricity, which was ob- 
tained by connecting the wire 
leading to the motor with the main 
current wire, sometimes called the 
“trolley wire”. Such connection was 
affected by manually placing the nip 
of the motor wire over the trolley 
wire. To stop the flow of electric 


JULY, 1951 


power into the motor wire, the nip 
had to be removed. 

A portion of the electric wire 
leading to the pump was immersed 
in the water hole, and a member of 
the searching party testified that he 
removed the nip of the wire from 
the trolley wire before the party 
passed through the water. 

The plain inference from such evi- 
dence is that the decedent, if he 
had passed through the water, might 
have been electrocuted. There was 
nothing in the record to indicate 
that the decedent had been in ill 
health prior to the date of his acci- 
dent. There was no question that 


death occurred in the course of his 
employment. The single issue pres- 
ented is whether decedent’s death 
resulted from his employment. 

Although the record fails to dis- 
close evidence of how the death of 
Morris occurred, the physical facts 
presented warrant in inference that 
death was due to an injury received 
in the course of and resulting from 
his employment. 

Facts were sufficient to establish 
the required degree of evidence to 
sustain an award. Claim allowed. 
Morris vs. State Compensation Com- 
missioner. Supreme Ct. of Appeals 
of W. Va. March 1, 1951 (64 SE. 496). 
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on a Salt Flat. 
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STOP ATHLETE'S FOOT! / 


FOAM-X RELIE 








Stops Costly Layoffs 
pays For itself M 





HAVE YOU HEARD 


TO FOOT HEALTH IN S 


i - oon 
salts in non-toxic Foam a a 
restore shoe-softened ie / 
original toughness an é 


ABOUT THE 


New PLEASANT WAY 


HOWER ROOMS? 










Believe it or mgt. .- 


DEATH VALLEY’S 
ALKALI FLATS 


Reveal the secret of 
Nature’s own Method 





FOAM-X 
MIRACLE MATS 


# Bring the Akali Flats to your 
P shower rooms . - - 


i SORE 
¢ “, GODSEND FOR 
, BLISTERED FEET’ says © 
: Dallas, Texas user. 


TRY IT AND SEE FOR 


YOURSELF. Poy nothing un- 
less 100% satisfied! 


VES FOOT FATIGUE 


Steps Up Efficiency 


any Times Over! 


Send full details on 30 day ‘’Proof or No Pay Test.” 


(IN CANADA WRITE TO: SAFETY SUPPLY CO., TORONi-. 


RT EI 
FOAM-X COMPANY . 334-H WEST ALAMAR . SANTA BARBARA, CALIFORNIA 
TE, WERE Cree Ge US I 
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RIGHT OFF THE DOCKET 
Continued 


Blood Clot Followed 
Blow On Chest 


McDONALD, WHILE OPERATING A hand 
truck for the company, was struck a 
glancing blow on the chest and jaw 
by the handle of the truck slipping 
from his grasp, on the night of De- 
cember 11th, 1947. He did not report 
to the corporation’s plant physician 
until 9:30 a.m. the following morn- 
ing. 

Upon examining him, the com- 
pany physician found that McDonald 


had a contusion of the left upper 
chest and right jaw and, upon 
X-raying him, discovered no bone 
fractures. 


McDonald never ceased his work 
for the corporation. On January 
23rd, 1948, he went to see the com- 
pany doctor, complaining that his 
chest bone hurt him. The doctor ex- 
amined him and decided that he had 
just a slight cold. An August 10th, 
1948, the same physician X-rayed 
McDonald and treated him for a cold. 
The X-ray was negative as to sili- 
cosis and pulmonary tuberculosis. 


On August 24th, 1948, McDonald 





How KO PPE RS 
COMPAN Y uses 


Scott Wir-Pak 


(TRADEMARK ) 


to PROTECT 
WORKERS 


In Toxic Areas 


NTERESTED primarily 
Lis workers’ safety — and 
not averse to maintaining 
continuous production as 
well — the Koppers Com- 








*Picture shows weorer 
with Scott Sling-Pak 
loosely carried — can 
be firmly attached in 
seconds when in action. 











pany, Inc., equips maintenance personnel with Scott Air-Pak Safety 
Breathing Equipment, for safe, quick repair work in toxic areas. 
Pictures above and below, taken at the Kobuta, Pa. plant of Koppers 
Chemical Division, present a typical example of how this is done.* 












Scott Air-Pak supplies cool, 
fresh air (not oxygen) to 
wearer—can be used safely 
even in. petroleum - vapor 
areas where use of oxygen 
is hazardous. 


See your safety equipment 
dealer— or write us today 
for full details. 


SAFETY EQUIPMENT DIVISION 


SCOTT AVIATION CORP. 


229 ERIE ST., LANCASTER, N. Y. 


CANADA: SAFETY SUPPLY CO. BRANCHES IN ALL PRINCIPAL CITIES 
EXPORT: SOUTHERN OXYGEN CO., 157 Chambers St., New York 7, N.Y 
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had a heart attack at his home and 
was attended by a family physician 
who diagnosed McDonald’s trouble 
as angina pectoris and referred him 
to Dr. Morris Weiss, a heart special- 
ist, for further examination. 

The specialist reported back to 
the family physician that the elec- 
trocardiograms on McDonald showed 
“signs of coronary artery sclerosis 
with myocardial infarction”. Dr. 
Weiss stated that there was a pos- 
sibility that this condition could be 
attributed to the accident; but that 
he was not certain on this point. 

McDonald died on September 12th, 
1948. He had lost only two days of 
work with the company until the 
day he became sick. An autopsy was 
performed the day following his 
death. Seven doctors examined him, 
including Dr. Weiss. All the doctors 
were of the opinion that the accident 
on December 11, 1947, had neither 
caused nor contributed to McDon- 
ald’s death. All of them agreed that 
the immediate cause of death was 
from the formation of a clot or clots 
in the major blood vessels of his 
heart from seven to ten days before 
his death. 

This occlusion of the arteries in 
the heart, resulting in McDonald’s 
death, had directly arisen out of 
arteriosclerosis which had been de- 
cedent’s condition of long standing. 
McDonald vs. American Radiator 
and Standard Sanitary Corp. Court 
of Appeals of Kentucky, March 16, 
1951. (237 SW: 849). 


Leukemia Was 
Contributing Factor 


WIDOW OF THE DECEDENT CLAIMED that 
her husband, while working at some 
mechanical work for his employer, 
suffered an injury to his hand; that 
the injury occurred on or about the 
12th or 13th day of November, 1947; 
that he was at once sent to the com- 
pany physician who was absent and 
the latter’s assistant rendered first 
aid; that on or about the 14th or 15th 
day of November, 1947, blood pois- 
oning set in said wound, as a result 
of which he became totally disabled 
and remained disabled until his 
death on December 2nd, 1947. 

A fellow worker testified that he 
observed Carney as he left the com- 
pany garage with a battery to put in 
a truck that was standing nearby, 
and upon his return he noticed a 
fresh cut on the back of his hand; 
that he was gone for only a few 
minutes. 


OCCUPATIONAL HAZARDS 





Kelly, the fellow worker, saw no 
blood on his hand as he left the 
building but was positive that he 
saw “fresh blood” immediately upon 
his return. 

The wife of the decedent claimed 
that her husband was in good health 
at the time of the alleged accident; 
that following the accident to his 
left hand, it became badly swollen 
and he was sent to the company’s 
doctor; that he came home on Satur- 
day, went to bed and never got up 
any more; that “his arm was en- 
tirely red plumb up to his elbow.” 

There is no dispute that death re- 
sulted from blood poisoning or, as 
diagnosed by the attending physi- 
cian, septicemia. The medical evi- 
dence indicated that the decedent 
was suffering from leukemia, an in- 





Truck Sunshade 





Fabric woven into the steel mesh 
of the overhead guard forms an 
effective sunshade for the driver of 
this lift truck at Ford Motor Co. 
It keeps strong summer sun off his 
head, yet gives enough visibility to 
permit high stock piling. Note also 
the sweatband to prevent perspira- 
tion from blocking his view. 





curable disease commonly known 
among laymen as cancer of the 
blood. One of the doctors stated 
that the patient would have event- 
ually died of leukemia; but “I don’t 
believe he would have died as 
quickly.” 

The company contended that the 
cause of death was leukemia and that 
it had no causal connection with the 
employment. The authorities are 
abundant to the effect of sickness, 
or any idiopathic condition, is con- 
sidered as a “remote cause”. If an- 
other cause incident to the employ- 
ment is pres2nt, and is the immedi- 
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ate cause of the injury and death, it 
is an injury “arising out of” the em- 
ployment. 

The accident does not have to be 
one that would injure a person of 
ordinary intelligence or ordinary 
health or ordinary strength. It is 
sufficient that it injured the em- 
ployee in the condition in which he 
is working when injured. 

If he is frail, mentally defective, 
or is carrying a disease—latent or 
auctive—and is injured by an accident 
arising out of and in the course of 
the employment, the accident and 
not the infirmity is the proximate 
cause of the injury. The injury 
would not have occurred if the ac- 


cident had not happened, neither 
would it have occurred if the em- 
ployee had been a normal person. 
But the infirmity is a passive -or 
dormant agency and would not have 
caused the disability or death with- 
out assistance. The accident, on the 
other hand, is an active agency and 
its adverse effects and cause are im- 
mediate and generally noticeable, 


And it is the proximate cause of 
those disabilities which it adds to 
the employee’s previous infirmities 
and which he would not have if the 
accident had not occurred. 

McCann Steel Company vs. Carney. 
Supreme Court of Tenn., March 9, 
1951. (237 SW: 942). 





electrode holder. 


labor, material and power. 
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38-14 30TH STREET 


In Great Britain: METALLIZING EQUIPMENT 





ZING ENGINEERING CO., 
Mahlallp 
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NEW TOOL WELDS SAFETY-TREADS 
FASTER, BETTER AT LOWER COST 


No Arc to “Hold” with New Vibrator Welding Tool— 
Deposits Non-Slip Beads on Metal Surfaces at 5 FPM— 
Total Cost 10c Per Sq. Ft. 


Now you can do a really effective job of preventing slipping and 
falling accidents on smooth metal surfaces. 
metal beads, quickly and easily, with the RUF-TRED vibrating 
Used with standard AC or DC welding ma- 
chines, the RUF-TRED Tool deposits hard, “foamy,” long-wear- 
ing beads which retain their “gripping” characteristics even 
when wet or oily. As easy as drawing a chalk line. Fast—applies 
5 feet per minute. No welding skill required—the RUF-TRED 
Tool vibrates the electrode for automatic intermittent arcing. 
Total cost for safety-treading one square foot only 10c, including 


Just apply rough 


Slip-proof your metal stair treads, walkways, platforms, running 
boards, foot pedals, door sills, manhole and trench covers. 


Write for FREE Bulletin 56-H 


WT 
INC. 
LONG ISLAND CITY 1, N. Y. 


: ae 
near Woking, Englan 


Circle No. 21 on reader service card for more information. 
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RIGHT OFF THE DOCKET 
continued 
Switched From 


Company Doctor 

EMPLOYEE SUSTAINED INJURY as the 
result of a fall and immediately 
thereafter experienced severe pain 
in his back. He reported the acci- 
dent, and on the next day called on 
physicians of his employer as direct- 
ed, to whom he described the acci- 
dent and resulting pains. The pains 
were recurrent intermittently until 
August 27th, 1948, at which time 
other physicians retained by the 


claimant diagnosed his disability as a 


ruptured disc, requiring surgery 
which was furnished. In the opin- 
ions of these medical experts the fall 
was the cause of the ruptured disc. 

It appears that until March 2lst, 
1947, the employee had submitted to 
examination and treatment by doc- 
tors furnished by the employer, who 
diagnosed his condition as merely a 
pressure on the ribs and who indi- 
cated that the x-rays disclosed 
nothing further. The employee, 
continuing to have pain since the 
date of the accident, May 25th, 1945, 
then selected a doctor of his own 














NO “X” BRACES 


Give 


BAKER SCAFFOLDS 


GREATER) sarery 


@ No “X” brace construction allows 
Baker Scaffolds to be used where 
others can't. They permit the spanning 
of desks, furniture and equipment and 
can be moved about easily in occupied 
areas, carried on ordinary elevators 
and rolled through standard doorways 
—without disassembly. 


Baker Scaffolds, with their many out- 


standing features, allow your men to 
work faster, safer and eaiser. 





| CONVENIENCE 


O° RRS 





Height Adjustable Every 3 Inches— 
even when stacked for height, men 
can always work at the most com- 
fortable distance from their work. 

Easily Stacked for Height—simply 
built up unit by unit... no special 
accessory equipment necessary. 

Only One Man—to erect, stack or 
move from place to place. 

Complete with Platform — no bolts, 
pins or wing nuts to lose. 


Speed your maintenance and repair work safely 











with Baker Scaffolds. Write for Bulletin 514. Dis- 
tributors in principal cities. 

Listed under Reexamination Service, 

Underwriters’ Laboratories, Inc. 


BAKER-ROOS, INC. 


602 W. McCARTY STREET 
INDIANAPOLIS 6, INDIANA 


Circle No. 22 on reader service card for more information. 
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choice, as above stated, who diag- 
nosed his condition as an injury to 
the spine. 

This doctor referred the employee 
to a specialist who took a spinogram 
x-ray, and from his physical exam- 
ination in addition, concluded that 
the employee was suffering from a 
herniated intravertebral disc press- 
ing directly on the corresponding 
lumbar nerve and that the disc had 
already ruptured. 

On August 27th, 1948, an operation 
was performed on employee’s back, 
removing segments of the perforated 
disc. Following this operation, the 
employee made an uneventful re- 
covery. 

It was concluded that the fall was 
definitely the cause of claimant’s in- 
jury; but question arises as_ to 
whether or not the employee was 
authorized to change _ physicians 
without the consent of the Industrial 
Commission; and, therefore, make it 
liable for the additional expenses in- 
curred by the employee in affecting 
his cure. 

The Compensation Statute indi- 
cates two separate situations in 
which a change from physicians fur- 
nished by an employee under the 
act is permitted at the expense of 
the employer. They are (1) where 
the employer or his physician is 
unable or refuses to furnish the em- 
ployee with such medical, surgical 
and hospital treatment as may rea- 
sonably be required to cure and re- 
lieve the effects of the injury; and 
(2) at any time where the employee 
or employer requests such a change, 
in which event the Commission may, 
at its discretion, direct a change to 
a physician suggested by the injured 
employee or by the Commission. 

In the first situation, the Statute 
does not specify that as a prerequis- 
ite to such a change permission be 
procured from the Commission. The 
inability or refusal of an employer 
or his physician to furnish the 
needed medical, surgical, or hospital 
treatment certainly would justify 
an employee in making an imme- 
diate change without jeopardizing 
his health or condition by even the 
slight delay involved in awaiting 
authorization by the Commission. 

The inability and refusal of em- 
ployer’s physicians to furnish the 
required treatment justified the em- 
ployee in seeking further medical 
attention from physicians and sur- 
geons of his own choice; and under 
such circumstances, an order of the 
Commission authorizing the change 
was not required. 

Mattila vs. Oliver Iron Mining Com- 
pany. Supreme Ct. of Minn. Feb. 2, 
1951. (46 NW; 82). 
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DON’T DAYDREAM 
. . . keep your mind on your business — 
stay alert, stay awake, stay alive. 






Lift truck jockeys get 
candy-coated safety rules in Clark’s 


Drivers’ Handbook 


AT ONE TIME OR ANOTHER before his voice changes, most 
every youngster learns a driving lesson. Usually, it 
results from the first attempt at wheeling a bike “no- 
hands” and frequently produces a busted axle and no 
teeth. If this initial teaching stuck with more youthful 
drivers through the switch from two-wheelers to autos, 
the safety teaching job would be pretty easy. 
Unfortunately, we let these lessons slip away from us 
and have to be reminded. The lucky man is the one who 
gets his reminder without additional fractures or 
bruises: and as clever a reminder as any we’ve seen is 
a booklet called Safety Saves, published by Clark 
Equipment Company for fork-truck drivers. It’s the 
type of presentation—as you can see from the examples 
printed here—that makes an impression on drivers; and 
it beefs up the comic approach with sound safety in- 
formation. 44 rules for good driving are given, most of 
them illustrated in an eye-catching style. 
e Clark offers to furnish enough for distribution to your 
drivers. If you want some copies of Safety Saves, drop 
a note to the Reader Service Bureau, OCCUPATIONAL 
Hazarps, 1240 Ontario St., Cleveland 13, Ohio, stating 
how many you need, 
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FACE IN THE DIRECTION OF TRAVEL 
. in other words, watch 
where you're going, bud. 
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SALT TABLETS 


RELEASE SALT 
IMMEDIATELY 
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EACH SALT CRYSTAL 
INDIVIDUALLY COATED 


© Will not cause salt sickness or nausea 
® No delay in getting salt into system 
® Starts dissolving immediately 


® Dissolves completely in about 100 
PEP-UP Impreg minutes 


nated Soh Tob © Withstands rough handling and 

lets come to you storage without deterioration 

@ Meets Government Specification 
No. SS-S-31C 

e@ Order Now— Be Prepared 

e Write for literature and prices 


DISPENSER 


in sanitary, fac 


tory-sealed dis 


pensers at no 
extra cost 





Unitep STATES SAFETY SERVICE Co. 


KANSAS CITY 6, MO.+> BRANCHES IN PRINCIPAL INDUSTRIAL CITIES 


In Canada—PARMELEE LTD.—Toronto 
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LITTELL 


Air Blast Valves 


Eject Automatically by Air 
... not by Hand 


SAVE TIME -. 
SAVE AIR... 
SAVE DIES ... 


fa. Faster production and lower 
labor costs 

e» Reduce air consumption 
92 percent 

ee No damage to dies due 
to clogging 

i.» Keep operators’ hands and 
fingers out of danger zone 

e« Insurance premiums are lower 
when accidents are reduced. 


SAVE HANDS .. 
SAVE MONEY ... 


QUICKLY INSTALLED—Littell Air Blast Valves can be installed 
on any make or size press in only a few minutes. 


FJ. METIZ4 MACHINE CO. gam: 


AIR DIVISION i. 
417) RAVENSWOOD AVE., CHICAGO 13, ILL 





Circle No. 24 on reader service card for more information. 


29 





PLACING CARDIAC PATIENTS 
Continued from page 19 


giving special attention to emotional 
factors which may influence the 
worker’s reaction to his job. Next, 
a vocational counselor looks into his 


down with a representative of the 
Cleveland Heart Society’s committee 
for the cardiac in industry (of which 
Dr. Kline is chairman) and analyzes 
each case. The job currently held— 
or being applied for—is considered 
in the light of its physical demands 


and also from the safety viewpoint. 
The final recommendation is sent to 
the referring physician. It may be 
simply an O.K. on the patient’s pres- 
ent work, or it may indicate the de- 
sirability of more observation and 
vocational testing. Occasionally, the 
heart disease is so far advanced that 
only diversional therapy is recom- 


work experience, notes skills and 
talents which might be helpful in the 
clinic’s recommendations. After 
these interviews, a thorough medical 
history is taken and a physical ex- 
amination is conducted. 


With the information from these 
studies at hand, the clinic staff sits 





PROTECTS HANDS 


against oil, grime, paint 








HELPS PREVENT TIME LOSS! 


Du Pont PRO-TEK hand 
protective cream acts like an 
invisible work glove. Have 
your workers rub it on 
hands and arms before starting work, 
to guard skin against paint, grime, in- 
soluble cutting oils, etc. Easily washed 
off with water when the job is done— 
takes all the grime with it. Ask your 
supplier for Du Pont PRO-TEK. Or 
write E. I. du Pont de Nemours & Co. 
(Inc.), Wilmington 98, Delaware. 





















PRO-TEK 


HAND PROTECTIVE CREAM 


REG.U.S. PAT. OFF 


BETTER THINGS FOR BETTER LIVING 
THR 7H CHEMISTRY 


Circle No. 25 on reader service card for more information. 


30 








mended. Medical treatment is never 
suggested. That’s not the clinic’s 
work, nor is diagnosis per se: only 
cases accepted for study are those 
with specific work problems. 


Service Is Free 
To Plants 


There is no charge to either the 
patient or the company from which 
he is sent for the Work Classifica- 
tion Clinic’s services. The local 
Heart Society foots the bill with 
funds raised by public subscription. 
The whole thing started two years 
ago. Republic Steel Corporation 
gave $10,000 to the annual Heart So- 
ciety campaign, earmarked half of 
it for use in connection with the 
problem of industrial cardiac pa- 
tients. That changed planning into 
action. Pattern for the Cleveland 
clinic is a similar set-up at New 
York’s Bellevue Hospital. With the 
Republic gift, the new clinic got 
under way fast, and today serves 
industry — both management and 
worker — by giving plant medical 
men important information to aid in 
job assignment of cardiac cases. 

The importance to both company 
and individual of the clinic’s activi- 
ties can be seen in this letter, writ- 
ten by the medical director of a 
Cleveland concern to the general 
manager of his company: 


Clinic Helps Meet 
Double Obligation 


“The Company, in my opinion, 
owes a senior employee the chance 
for continued employment. The doc- 
tor owes the patient the correct 
selection of job which will not ag- 
gravate his disease. We are endeav- 
oring to find a way to meet both 
obligations. The new service offered 
by the Cleveland Heart Society will 
be used by our company as an ar- 
bitrating body in disputes between 
the union and medical department 
if the need arises. If we accept the 
responsibility of continuing to em- 
ploy known cardiacs, we must have 
jobs set aside which will be suitable 
for the handicapped worker. We 
have 250 known cardiacs at our com- 
pany and I propose that 25 jobs be 
set aside at all times for cases need- 
ing special placement. 

“There is no fixed retirement pol- 
icy at our plant and the burden falls 
almost completely upon the doctor 
to determine when that retirement 
arises. Because we must perform 
this odious and thankless job alone, 
I feel that the proposed plan to use 
the Work Classification Clinic of the 
Cleveland Heart Society be seriously 
considered as an aid to fair play and 
the best interests of the worker.” 
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HOUSEKEEPING 
__BRIEFS 





CONCRETE GETS AWFULLY HARD if you have to work stand- 
ing on it for a full shift. That’s the main reason that most 
stand-up benches are equipped with a new rubber-cord 
safety matting at the Fulton Company, Milwaukee. The 
mat gives operators a slightly resilient surface underfoot, 
helps soak up the strain and dampness that would otherwise 
make them miserable after a few hours’ work. The matting 
is purchased in 20-foot rolls, made up of 35”-square units 
of 17”-square sections. They are cut apart, using enough 


sections to cover the necessary area. 
Circle No. 210 on reader service card for more information. 


NO MORE SWINGING on wooden scaffolds hung from roof 
girders for crane repair men at Glenn L. Martin Co., Balti- 
more. Instead, this steady, 16 x 18’ platform gives workers a 
safe footing for overhead crane maintenance work. The 
platform is suspended from a two-wheeled carriage, travels 
along the same monorail track as does the crane’s dolly. Its 
frame is Heliarc-welded aluminum tubing, inexpensively 
constructed from salvaged tubes. Toe-boards around the 
heavy-duty plywood floor keep tools from bouncing off 
heads of workers 60 feet below. Another advantage: no more 
hazardous scaffold rigging. 


LEND ME YOUR CLEANER, said the plant engineer of Seeger 
Refrigerator Co., St. Paul, to the safety man. He wanted 
to try this housekeeping aid on his production line. The 
experiment worked so well that two vacuum cleaners are 
now standard fixtures on the company’s assembly line. The 
job they do is cleaning loose insulation fibers and dirt out of 
finished refrigerator boxes. Big commercial boxes are 
cleaned up in five minutes—half the time previously taken 
—and they do a much better job. Annual savings: $6,000 on 


each cleaner. 
Circle No. 211 on reader service card for more information. 


WORK DIDN’T STOP on Ford Motor Co.’s new Cleveland en- 
gine plant during last winter—one of the worst on record. 
Workmen were able to keep going through the coldest days, 
thanks to six oil-fired heaters that were mounted on skids 
and moved from place to place as construction needs indi- 
cated. During the really rough weeks the heaters operated 
around the clock, otherwise only intermittently. Metal vent 
stacks were attached to the heaters, exhausting fumes near 
roof.level. When temperatures were around zero outside, 


the new building was heated to an average of 40 degrees. 
Circle No. 212 on reader service card for more information. 
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was the real fl Guy? 


+ The man who fell on the slippery floor? 


-aseormemmengnnmnonnenenennecennneneennne enn 


:E verybody laughs when a fat man 
falls. 


But it isn’t funny to the fat man. 
Nor to the thin man or the slim 
woman. Or whoever else breaks a 


__ bone, falling on a slippery floor. 


It isn’t much of a joke to the 


_ building owner, either. He turns 
out to be the real “Fall Guy” when 
he is haled into court. 


_If you want to avoid negligence 


_. Suits, call your Lecce Safety Engi- 
_ neer today. Without cost or obliga- 
tion, he will make an on-the-spot 
| survey of your floors, show you 
_ how you can have gleaming surfaces 
: without slipperiness. 


_ Ask him about other companies, 








| plants and institutions which have 
“reduced slip-fall accidents up to ~ 


le same time saving 


or 


Don’t wait for trouble—act today! 

Write WALTER G. LEGGE COMPANY, 

Inc., 101 Park Ave., New York 17, 

N. Y. Branch offices in principal 

7 neg In Toronto—J. W. Turner 
Ce) 


FREE BOOKLET 


MR. HIGBY LEARNED ABOUT SLIPPERY 
FLOORS—the hard way. Send for this easy- 
to-read entertaining booklet. Full of facts 
about floor upkeep. Just fill out and mail 
thre coupon. : 


Walter G. Legge Co. Inc. 0-7 
101 Park Ave., New York 17, N.Y. 


Please send me a free, no-obligation copy of 
your Mr. Higby book. 


Signed. 
9 





Firm 





Street. 





success eseseesesenad 


City. State. 
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) The man who owned the building? 
















of Safety Floor 
Maintenance 


Circle No. 26 on reader service card for more information. 
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Protect Your Plant With Light 


PLANT 
HOUSEKEEPING 


YOU SHOULD BE THINKING OF light- 
ing today in a new light. It 
hasn’t lost its safety function of 
keeping trouble from cropping up on the job; instead, 
it takes on a new job—keeping trouble from sneaking in 
the gate or over the fence. Industry is America’s soft 
stomach—the place where a solid blow would double the 
country up on the canvas. Your job is to keep a guard 





over that vulnerable spot. So lights become protective 
as well as productive. 

Applying lights correctly for protection purposes isn’t 
as simple as it sounds. Simply illuminating your prop- 
erty like a Hollywood-premiere theatre might do more 
harm than good. For maximum effectiveness you need 
careful and thorough planning, selecting and installing 
each unit as carefully as you specify types of goggles. 


THERE ARE TWO BASIC PROTECTIVE LIGHTING SYSTEMS 


Light the boundaries and approaches to plant prop- 
erty, leaving the buildings and structures unlighted. 
This system requires an adequate guard force: the 
guards are stationed in the protective shadow blanket. 

Light the complete plant area within the boundaries, 
as well as the approaches to it. 


THESE ARE THE PRINCIPLES 


Protective lighting has a definite job to do. If it is 
planned and installed effectively, it should: 
© Discourage unwanted visitors. Potential saboteurs won’t 
try entering because they will know they’ll be spotted if 
they do. Glare is your weapon: the intruder can’t see in, 
the guards are not visible but they have no trouble 
keeping an eye on anyone who approaches. 
e Help pick up trespassers if they do get in. There must 
be no flaws in your system. One dark spot—like a hole 
in a fence—can make the entire installation worthless. 


On large properties, the two systems may be com- 
bined, using more complete lighting to fill in where 
guards can’t be permanently stationed. The size of your 
plant, its physical layout, and the degree of critical ex- 
posure will determine how extensively you will need to 
light it for protection. 


OF PROTECTIVE LIGHTING 


e Provide adequate, reliable light. Remember that the night 
shift and traffic outside the plant area rely on lighting 
systems too. So your protective system can’t interfere 
with traffic or be a nuisance to neighboring property- 
owners. Then too, you’ve got to be able to depend on 
your installation: make sure you get fixtures that can 
take punishment from the elements and chance knocks. 
When you engineer the layout, give some thought to 
secondary coverage, so that failure of one unit won’t 
leave a dark hole in the protective lighting curtain, 


TYPES OF LIGHTING UNITS TO CHOOSE FROM 


None of the different styles of lighting units is un- 
iversally applicable. Each of the four types has its best 
uses. They are charted in the facing page. Here are their 
general characteristics: 

Streetlight luminaires, designed for hanging mounts, 
are available in a wide range of lamp sizes and five 
distribution patterns. They may be operated from series 
or multiple circuits. Streetlights are generally used for 
immediate area lighting. 

Floodlights, with a choice of beam characteristics and 
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a variety of sizes, are available for specific needs. They 
are used to highlight definite areas at distant points, or 
they may be effective general illumination at short 
range—especially on irregular surfaces. As a rule, flood- 
lights are restricted to multiple circuits as they are not 
insulated for high potential series circuits. 

Fresnel Lens luminaires deliver a directional fan- 
shaped beam that is excellent for the glare-projection 
technique of protective lighting. They may be operated 


Continued on page 36 
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TYPICAL PROTECTIVE LIGHTING EQUIPMENT 




































































PHOTOMETRIC | OPEN or TYPICAL DISTRIBUTION CHARACTERISTICS 
LUITINAIRE TYPE | DESIGNATION \ENCLOSED VERTICAL LATERAL 
aD } 30° 
TWO -WA Y LOGES PARALLEL 
STREETLIGHT I ENCLOSED WSS, | 
FOUR-WAY 73° 70 78° PARALLEL LOBES AT 90° 
NARROW ARS (20°70 30’) 
STREETLIGHT Z ASYMMETRIC | exci osep | <—— a oe€s Apeaor 25° 
FOUR-WAY 70 To 15° Axis. 
MEDIUM WIDE PG 2 30°70 50° 
STREETLIGHT v4 Aavenerang | TNESED LZ SS CARES 2°” 
70°70 75° Pv nnenenyd 
WIDE +-€— ae! se’ 090° 
70 
STREETLIGHT WV Asyrrmereicg | ENCLOSED aa etn \_A GG 
70°70 75" LOBES APPROX 
60° FROPT LUMINAIRE AXIS 
STREETLIGHT V SYMMETRIG | ENCLOSED FS, 
ey SAME THROUGH 360° 
ASYMMETRIC) §ASYMMETRIC 
REFLECTOR AB ohio oR OPEN ¢ Y ee 
1 svemerec| SYMMETRIC 4 — 
FRESNEL LENS i Fo wnead ” ASYITIMETRIG ENCLOSED AT KN wn AT Gear 
PILOT 
r— HOUSE 
CONTROL ———. C) APPROX. 
EXTREMELY ppereece: , CIRCULAR X 
ENCLOSED 
SEARCHLIGHT (\ —| reumion | NARROW BEAM LESS THAN (WITH CLEAR LENS) 
: /o° 
APPROX. 
FLOODLIGHT @ J MER RRM | EncLosED| * CIRCULAR X 
THAN 18° WITH CLEAR LENS) 
L APPROX. 
FLOODLIGHT 2 . | NARROW BEAIT| ENCLOSED | - eee C) CIRCULAR 
(WITH CLEAR LENS) 
FLOOOLIGHT a MEéo1ur? BEAM | ENCLOSED | - THAN 46° CIRCULAR X 
(WITH CLEAR LENS) 
APPROX. 
MEoiUM WIDE | ENCLOSED 46°70 LESS C) 
FLOOOLIGHT 4 . CIRCULAR X 
BEAM 2 OPEN ° 
qa % Q <te 70 (WITH CLEAR LENS 
OR OPEN) 
. APPROX. 
FLOOOLIGHT -4() 5 | wie Bears | ENCLOSED | seleagronese CIRCULAR X 
OR OPEN THAN /00 (WITH CLEAR 
bd Goan) 
s APPROX. 
VERY WIDE | ENCLOSED 100° ANO 
FLOODLIGHT -4() oO ; 
G BEAM OR OPEN UP Eaton 
OR OPEN) 





























Circle No. 213 on reader service card for more information. 
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All Illustrations: Westinghouse Elec. & Mfg. Co. 


X note: If a spread lens is used, the vertical spread will remain approximately the same, 
while the horizontal beam will be widened considerably. 

Street lighting luminaires are typical according to IES designation. 

Floodlighting luminaires are typical according to NEMA and IES designation. 

Reflectorized lamps fall into floodlight classifications according to their distribution characteristics. 
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OBSERVATION TOWER WITH SEARCHLIGHT 
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Protective Lighting Plan In A Typical Plant 


PROTECT YOUR PLANT WITH LIGHT 


continued 


from either series or multiple circuits, usually accom- 
modating 300 or 500-watt multiple general service lamps 
or 6,000 or 10,000 lumen series filament lamps. 

Searchlights are usually equipped with remote aiming 
controls for plant protection use. With these supple- 
mental lights guards can explore unlighted areas and 
investigate suspicious actions. Size and wattage depend 
on individual requirements. 

Light sources are generally the same as those used 
for productive lighting. The standard filament lamp is 
most often used because of its simplicity, dependability 
and availability in a wide range of sizes. Mercury vapor 
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lamps may also be used too, and are operable on either 
series or multiple circuits. But, should a power interrup- 
tion occur, the mercury lamps will take several minutes 
to light again; so they are recommended only where 
power supplies are safeguarded and reliable. 

The lighting circuit must be protected from damage 
and failure. Wherever possible, get it underground, 
with a minimum of wiring above-ground. All overhead 
lines should be as high as possible and inaccessible from 
poles or fence tops. It’s best to carry above-ground 
lines in conduit or inside poles. Control equipment 
should be guarded so that only authorized personnel can 
get at it: regardless of the type of controls used—push 
button, time switches or photoelectric relays—an aux- 
iliary manual control should also be provided. 


Continued on page 38 
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Is your plant prepared for 
SUDDEN INJURIES? 


13,100 were fatally injured in 1949. 
1,785,000 workers were non- 
fatally injured during the same 
year. COLLAPSI-COT, the 
revolutionary new development 
in collapsible stretchers, can be 
used... 

. at strategic plant loca- 
tions 

. in plant courtsey cars 

. for removing workers 
from hazardous condi- 
tions 


Now, more than ever, with the threat of 
atomic warfare, it will pay you to investigate 
the many valuable features of COLLAPSI- 
COT. You can get details from—E. Frank 
Hinkamp. 


Emergency Aids Company 


2018 WEST NORTH AVENUE 
CHICAGO 47, ILLINOIS 





Circle No. 27 on reader service card 





OIL FIRE EXTINGUISHER 
Continued from page 15 


the bottom, rising up through the 
cold fuel to the burning surface 
where it cools the fire and puts it 
out. 


e Whether this new unit will be 
available to industrial fire-fighters 
is a tough question to answer. Ac- 
cording to Richard L. Tuve, head of 
the engineering research branch of 
NRL’s Chemical Division, there 
aren’t any restrictions on the equip- 
ment’s design. So any manufacturer 
can make it. The stopper is the 
Navy’s first call on production: if 
materials are tight—and they prob- 
ably will be—you might have to 
wait for your order to be filled. 

One of the tools developed in NRL 
studies is a kit to measure effectively 
the efficiency of existing foam in- 
stallations. The foam testing kit 
determines how good a job genera- 
tors do by evaluating characteristics 
of the foam. NRL will make specifi- 
cations and designs available to you, 
if you want to build a testing kit to 
survey your own foam installations. 
The unit should cost around $250 to 
make. 


e To get details of the testing kit 
address a request to: Technical In- 
formation Division, Naval Research 
Laboratory, Washington 25, D. C. 






Increase Your 
Property Protection 
Against 










CHICAGO 
Watchclock 


System 


Enables watchman to 
prove he’s on the job! 


In only a few hours anyone can install 
the tamperproof CHICAGO WATCH- 
CLOCK System. Learn about this low- 
price method of extra plant-protection 
that quickly pays for 
itself...Write for col- 
orful folder: ‘“Who’s 
Watching Your 
Watchman?” Illus- 
trates portable 
clock, daily dial- 
inserts and fixed 
station boxes. 









Write today to 


fier \clom’, 7-uiel ie Sele. 


Div. Great Lakes Industries, Inc 
1535 S. WABASH AVE., CHICAGO 5, ILLINOIS ¢ 
“The first — and still the first!” 





Circle No. 28 on reader service card. 





—Full Neoprene coated industrial 
weight 144” gauntlet. ..6" cuff... 
liquid proof ... curved fin- 
gers... for all industry. 


“Put your employee’s hands 
into a safer glove” 


you can be sure 
with... 


gloves! 


—Full Neoprene coated with 4” cuff 
for use in industries where dipping 
operations, spray or splash are 
not too high. 





Are you sure that the gloves your employees are wearing are providing 


the best protection possible? 


You can depend on this vital protection with Hood Industrial Work gloves 
because they are given rugged wear, before distribution, in actual “on 
the job” testing in industries and uses of every conceivable type. You 
know when you purchase Hood gloves that their ability to give more pro- 


tection has already been proven! 


So cut down needless costs by raising the standards of protection, 
efficiency, wear and comfort for employees’ hands today with Hood gloves. 
They’re better, whatever you desire . .. Rubber, Neoprene or Plastic— 


and for every job! 





Write today for the colorful new catalog showing the entire Hood line. 


ely 6M 


HOOD RUBBER CO. Watertown, Mass. 


Circle No. 29 on reader service card for more information. 














BRILLIANT 
VISIBILITY 
DAY 

OR 

NITE 


caution 


NEW BRADY 
“SCOTCHLITE” SAFETY SIGNS 


For year ‘round plant and personnel protection and your 
Civilian Defense Program — Brady “SCOTCHLITE” 
Safety Signs made from reflective sheeting, provide bril- 
liant, positive identification day or night. Quickly applied 
to walls, pipes, doors, windows etc., stick to any clean, 
dry surface. 

Avoid tragedy 24 hours a day. Use “SCOTCHLITE” 
reflective Safety Signs to warn of hazards and prevent 
accidents. You can get these signs with any message you 
need in a variety of sizes and colors. Write for quotation. 

Over 500 other standard Brady Safety Signs and Pipe 
Markers available from stock. Send for free samples of 
“SCOTCHLITE” and standard safety signs, today. 


* DISTRIBUTED IN 125 PRINCIPAL CITIES. 









WIRE MARKERS 


ea B RIAD Vn 


1655 E. SPRING STREET e CHIPPEWA FALLS, WIS. 


MASKS & STENCILS 


MANUFACTURERS OF SELF-STICKING PRODUCTS 











Circle No. 30 on reader service card for more information. 








PROTECTIVE LIGHTING 
Continued from page 36 


Power supply must be from the 
most reliable source available. As 
a double safeguard, equip key sec- 
tions of the lighting system—if not 
all of it—with automatic switch-over 
to a standby power source, 





PEDESTRIAN AND VEHICLE ENTRANCE 

e@ Boundaries and approaches. The first 
aim of any protective lighting system 
is to guard the property-line. Which 
method you will use, depends upon 
the terrain surrounding your plant 
and the presence of roads, houses, 
railroads, etc. The lighting treat- 
ments suggested assume that all 
boundaries are fenced: critical areas 
make fencing an absolute necessity. 

Boundaries are classified by light- 
ing experts in several groups, and 
they call for different lighting. 

Isolated boundaries, those suffi- 
ciently remote from inhabitate areas, 





make gloves 25%, 
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BEFORE 












LEATHER 


RUBBER OR COTTON 
THIS IS WHAT “WASH-RITE” DOES... 


Throw all your dirty, worn leather, rubber or cotton gloves in our 
steel drum. Ship to us. We correctly clean, sterilize, COMPLETELY 
REPAIR, sort, reshape, pair and ship them back to you as serv- 
Iceable as new. Depending upon the gloves and their usage, 
gloves are being re-claimed by us 3 to 5 times, We specialize 
only in laboratory controlled re-claiming of rubber, leather and 
cotton gloves, aprons and clothing. Write for literature. 


1412-26 CORNELL AVENUE - INDIANAPOLIS 2, INDIANA 





YOUR GOODS FULLY INSURED ...WORK GUARANTEED 





) How 
~ Much Will 
This Reduce 
Your Yearly 
GLOVE 
Cost? 


10 Years of Proven Service 


Circle No. 31 on reader service card for more information. 











STEP-UP FIRST AID 







Perfect for eye, throat, and skin 
examinations, cleaning or dressing 
wounds. Wonderful for reading 
X-Ray plates and other exacting lab. 
work where good vision is a neces- 
sity. Large field is illuminated with 
built-in fluorescent lights. No heat, 
no glare, no discomfort to patient. 
Adjusts instantly to any position. 
You'll be amazed at 
how much better you 
work when you can 
really see. Write for 
information. 


HAAS CORP. 
22 MAIN ST. 
neers MENDON, MICH. 


Circle No. 32 on reader service card. 
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permit the use of the glare projection 
technique. Using Fresnel lens lumi- 
naires, it is desirable to light a strip 
from 10’ inside the fence to 25’ out- 
side it. Movement within this area 
is then easily detected, providing 
glare protection over an area from 
25’ outside the fence to 200’ beyond. 

Semi-isolated boundaries, where 
glare out of bounds may be objec- 
tionable, requires use of luminaires 
that provide definite shielding. The 
pendant streetlighting unit is best 
for this application: it should illu- 
minate a strip from 10’ inside the 
fence to 70’ beyond it. 

Non-isolated boundaries require 
more light within the fence, and 
glare must usually be avoided on 
adjacent property. An area 20’ in- 
side the fence and 40’ outside it 
should be lighted, preferably by 
streetlight luminaires, 

Water-front boundaries present a 
problem when they are on navigable 
channels. Here, glare or lights which 
might be confused with traffic sig- 
nals must be avoided. An area of 
10’ inside the fence to 50 to 100’ 


may be equipped with auxiliary 
switching and the supplementary 
lighting used only as required. 

e Structures must be given special 
protection if they house vulnerable 
apparatus: power houses, fuel and 
explosive stores, pump houses — 
these are examples of buildings that 
need extra lighting. Don’t highlight 
the apparatus. Instead, blanket the 
approaches to it with sufficient light 
to enable guards to spot movement 
around it immediately. Pendant 
units mounted on the walls of such 
structures are generally most prac- 
tical for this application. 

e Areas within the boundary should 


be floodlighted to illuminated park- 
ing lot, thoroughfares, unoccupied 
and large outdoor work areas. This 
gives guards and watchmen control 
over plant grounds and thorough- 
fares and enables them to see any 
suspicious persons, 


How much light? Here is a table 
of average minimum illumination 
values for various types of protective 


lights: 
Boundaries—glare protection 
WE cadeneccccdddeudosuaues 0.15 ft-c* 

Boundaries—general lighting ....0.20 ft-c 
Entrances—active .........e.se-+- 2.00 ft-c 
Entrances—inactive .............. 1.00 ft-c 
Vulnerable areas, structures ..... 2.00 ft-c 
EISGS QUOD fe adusisvecdenacccics 0.20 ft-c 


* On vertical. All others on horizontal. 
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GLARE PROJECTION LUMINAIRE 
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SUSPENDED STREET LIGHTING LuMINAIZES 


SEMi- ISOLATED QOUNDRIES 
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SUSPENDED STREET LIGHTING LUMINAIRE 
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outside it—depending on the terrain 
to the water’s edge—should be 
lighted, using streetlight luminaires. 
Floodlights may be used, but care is 








Stop Athlete’s Foot! 


SKIN TOUGHENING! 







Used by Over 70% of the 
Largest Industries in the United States 
No splash ¢ No mess ¢ No waste ¢ Odorless 

Easy to maintain ¢ Nothing to get out of order 
Men like Onox ¢ It relieves tired, aching feet 


ONOX 
SPONGE RUBBER 
FOOTMAT 





Modern research has upset the old theories about Athlete’s 





Foot control. Skin specialists now say that the best chance 
of preventing Athlete’s Foot is to improve the condition of 
the skin. That’s what Onox does. Onox mineral salts 
toughen the skin and make it resistant to fungus growth. 
No fungus growth—no Athlete’s Foot. 


needed to prevent light spill and 
unnecessary glare. 

e Entrances are classified as active or 
inactive, depending on whether or 
not they are constantly guarded and 
authorized for night use. 

Pedestrian entrances, and those 
used for both personnel and vehicles, 
should be sufficiently well lighted 
to permit examination of credentials 
and identification of all who enter. 
The streetlight luminaire is ideal for 
this use. 

Vehicular entrances, especially 
those that are infrequently used, 





60 DAY TRIAL OFFER 


We will ship prepaid your trial 
order for any amount of Onox 
and footmats. You pay nothing 
unless fully satisfied after 60 
days’ use. 


ONOX, INC. 


DEPT. B, 121 SECOND STREET 


SAN FRANCISCO 5, CALIFORNIA 


WAREHOUSES: BROOKLYN, CLEVELAND,. 
NEW ORLEANS, LOS ANGELES 














Circle No. 33 on reader service card for more information. 
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ground to _ platform) 
standard rubber safety 
at no extra cost. 


2337 GILBERT AVE. 
In Canada—Sa 





For Safety’s Sake Use 


DAYTON SAFETY LADDER 





Sizes 3 feet to 16 feet in 
height (measured 


Maintenance men 
everywhere rely on 
Dayton Safety Ladders 
for maximum _ safety 
and convenience. Day- 
tons are constructed of 
tested airplane spruce 
and reinforced with 
rigid steel supports to 
give great strength and 
lightness of weight. 


Handrails of steel guard 
the large roomy plat- 
form for added safety. 
Half of platform can 
be raised to form an 
extra step, when need- 
ed. These famous lad- 
ders can be set up 
instantly, are easy to 
carry and fold com- 
pactly for storing. Auto- 
matic locking feature 
insures safety while 
ladder is in use. 


— 
wit Write today for Bulletin 
— No. 100 


DAYTON SAFETY LADDER CO. 


CINCINNATI, OHIO 
fety Supply Company—Toronto 








Circle No. 34 on reader service card for more information. 









E-X-P-A-N-D-E-D 


SWEATBANDS 





~< ONLY 2s ¢ 


é 






FEATHER-LIGHT — You feel only soft cool, 
comfort! 

*E-X-P-A-N-D-E-D COTTON — Cotton- 
backed gauze expanded to 8 times nor- 
mal thickness! 

FOUR-LAYER FOLD—Extra absorbent 
capacity! 

NO METAL—Only pure cotton and cot- 
ton-covered elastic. No rusting, chafing, 
no discomfort. 


Makers of GAUZTEX—The bandage that sticks to itself 


Circle No. 35 on reader service card for more information. 


COTTON* 


Soinexpensive, they can be usedand thrownaway... 
So strong, they can be rinsed and used repeatedly! 


Here’stheanswertoperspiration...super- 
soft, super-absorbent E-X-P-A-N-D-E-D 
COTTON SWEATBANDS. Real com- 
fort for those hot-spot jobs...a better 


band at a lower price. 


Perfectly designed. No metal parts to 
rust or chafe, cotton-covered elastic holds 
band firmly but you can’t even feel it. 
Get E-X-P-A-N-D-E-D COTTON 
SWEATBANDS from your regular dealer 
in safety or first aid supplies. Write us 


for free sample today. 


GENERAL BANDAGES, INC., Chicago 5 





TRAFFIC COP FOR AIR 
Continued from page 17 


An exhaust fan draws air from the 
room, so best ventilation calls for 
placement of both fan and air inlets 
—usually doors and windows — to 
give largest and most direct passage 
of air through it. When windows or 
other intakes are close to the fan, 
they short-circuit the air flow, leav- 
ing part of the space unventilated. 
Remember, only that part of a room 
between the intakes and the fans 
gets the benefit of the fans’ action. 
So, be careful about opening all the 
windows in a room. They probably 
won’t help the general cooling much; 
in fact, they may throw the whole 
system out of kilter. Instead, open 
only those that are directly across 
from the fans. 

If there are particular heat and 
fume sources which must be ex- 
hausted, place the fan as close to 
them as possible. And, in every case, 
make sure that the fans used are big 
enough to carry the load. Propeller 
fans aren’t built to exhaust through 
large amounts of ductwork. If you 
must use it, keep duct length to a 
30-foot maximum and make sure 
that its diameter is at least as large 


Continued on page 46 





THE GUARD REMEMBERS! 





Here's protection against those 
forgetful moments when tragedy 
lashes out to claim its toll. 
The Junkin Safety Guard is effective 
. »» dependable. It can't "forget" 


because it's built in... actually be- 
comes a part of the press itself. 

That's how Junkin is helping thousands 
of satisfied users set up better safety 
records ... higher production records. 


Write For This New Bulletin 


‘you would like the facts about 
lunkin Safety Guards, write 
us. There’s no obligation. 


JUNKIN SAFETY 
APPLIANCE CO., INC. 


+ 930 WEST HILL STREET, 
LOUISVILLE, KENTUCKY 









— 
— 


JUNKIN sare 


Circle No. 36 on reader service card. 
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ew PRODUCTS 


GLASS FIRE HELMET—On a strength-to-weight ratio, 
molded Fiberglas is said to have greater structural 
strength than stainless 
steel. That’s why E. D. 
Bullard Co.’s new fire 
helmet is made from this 
material. It combines 
light weight (only 20 
ounces) with high im- 
pact-resistance, and _ its 
ribbed - crown design 
adds to the helmet’s pro- 
tective qualities. Perm- 
anent, non-aging colors 
are molded right into the 
helmet: any color can be 
supplied, but black, white 
and red are standard 
hues. The Fiberglas material is a natural insulator 
against heat and cold. Result: tests show the helmet to 
be 10% cooler than those of other construction. Patented 
six-point suspension provides great strength to absorb 
blows plus complete adjustability to all head sizes. 
Circle No. 108 on reader service card for more information. 


C. D. GEIGER COUNTER—Called the Snooper, this low- 
priced counter is designed for civil defense use. It is 
small enough to 
fit in your hip 
pocket; yet, accord- 
ing to the maker, it 
is more sensitive 
than many larger, 
more expensive in- 
struments. A child 
can operate it, it’s 
: that simple. Power 
. , , supply is an ordin- 
ary flashlight battery. Cased in attractive plastic, the 
Snooper is supplied with earphone, a radioactive sample 
and complete instructions. When it comes near radio- 
activity—whether it be from uranium ore, cosmic rays, 
X-rays or atomic explosion—a miniature amplifier gives 
a loud, clear signal. 
Circle No. 109 on reader service card for more information. 


© 


IDENTIFICATION DOG TAGS—Safety conscious plants can 
now provide dog tags, similar to those furnished armed 
forces personnel to their employees. Bottlescope Mfg. 
Co. offers a plan through which all plant personnel can 
be tagged at a minimum cost. The company is bonded 
against the possibility of your employee list ever being 
revealed to outsiders, and a duplicate list is kept secure 
by the company in the mountain section of Pennsylvania. 
For civil defense purposes, it is interesting to note that 
the company’s vaults are also being used by banks and 
insurance companies for storage of important papers. 
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The tags, carrying names, address and religion, are of 
regulation government size and made of enduring alloy 


metal. 
Circle No. 110 on reader service card for more information. 


BURN SPRAY—A new, easy-to-apply relief for burns, 
sunburn, and wide areas of itching and surface pain is 
now provided by the 

new Americaine Aerosol 

Spray Topical Anesthet- 

ic. Because of its simpli- 

city of application — 

merely point the nozzle 

at the surface to be 

treated and press the 

button —the Americaine 

dispenser should find 

wide use in industrial 

first-aid rooms and dis- 

pensaries. Another im- 

portant feature of the 

spray-type applicator is 

‘ that it applies the anes- 

thetic without added trauma, often caused by manual 
application of lotions or ointments. Also, the new 
method is completely sanitary. The dispenser holds 4 
ounces of Americaine liquid—containing 20% dissolved 
benzocaine with the bacteriostatic agent,: oxyquinoline 
benzoate, in a bland, water soluble vehicle—plus 7 


ounces of inert propellent. 
Circle No. 111 on reader service card for more information. 


ABDOMEN PROTECTOR—In many plants the danger 
exists of lumber, or other material being forcibly ejected 
— : against the body. 

4 The frequently ser- 

ious abdominal and 

internal injuries 

which result can be 

-. prevented with the 

~ new Industrial Pro- 

-} ducts Co. Kick- 

_ Back Apron. De- 

7 signed to protect 

' sawyers’ trunks — 

from diaphragm to 

below the _ waist, 

the apron has a 

heavy fibre shield 

on the inside, 

, ™ bound and_ strap- 

ped in convex position to cover abdomen. To give added 
comfort and protection against the impact of a kick- 
back, the back of the apron is padded with hair felt that 
is tufted to hold it securely in place. Outside covering 
is of sturdy white canvas. Web shoulder and waist straps 


are adjustable to the wearer. 
Circle No. 112 on reader service card for more information. 








NEW PRODUCTS 


Continued 


FIRE CONVERSION UNIT—Your truck 
can be converted into a hard-hitting 
piece of fire-fighting apparatus by 
adding a Porto Pumper Pallet Model 
to it. A low priced unit, styled to 
furnish added protection for small 
plants and civil defense teams, the 
Porto Pumper is readily demounted, 
so that the truck isn’t tied up all the 
time. The unit’s basic equipment is 
composed of 1) a water tank holding 
more than 200 gallons, 2) hose rack 
with a capacity of 600’ 1%” hose, 





3) a demountable rotary, positive- 
displacement type pump powered by 
a 4-cycle gasoline engine, 4) supply 
hose, 5) aluminum extension ladder, 





6) 200’ fire hose, 7) fire axe, 8) hand 

extinguisher, 9) combination fog 

nozzle and straight stream nozzle. 
Circle No. 113 on reader service card. 





install SIGHT SAVER 
CLEANING STATIONS 
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PROMOTE SAFETY - IMPROVE MORALE 
INCREASE PRODUCTIVITY 


Dirty eyeglasses, like dim lights and dull 
tools, are hazardous and inefficient. Make 
clean glasses a habit in your plant and office. 
Install SIGHT SAVER CLEANING STATIONS 
to dispense Sight Savers, the Dow Corning 
SILICONE treated tissues that are recognized 
cround the world as the best, the easiest and 
the most convenient way to clean, polish and 
protect eyeglasses and safety goggles. Let 
Sight Savers wipe away the best excuse 
men give for not wearing safety glasses. 


PUT SIGHT SAVER CLEANING STATIONS 
TO WORK FOR YOU 


Leading Safety Supply houses in all princi- 
pal cities are fully stocked with Sight Saver 
cleaning stations ready to serve you. 


No. 60 Black Dispenser . . . $2.50 
No. 61 White Dispenser . . . $2.50 


No. 65 Refill Packet 
containing 800 sheets . . $1.45 
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NO MUSS - NO FUSS - NO FLUID 


Attractive all-metal SIGHT SAVER cleaning 
stations are easy to install ;. . easy to service. 
Fool-proof, permanently lubricated mecha- 
nism dispenses one 3 in. x 7 in. tissue at a 
time; each tissue scientifically treated with 
SILICONES made by Dow Corning, the 
world's first and largest producer of sili- 
cone products and silicone treated tissues. 


DOW CORNING 


SILICONES 








a 


DOW CORNING CORPORATION wmivtano, micnican 


Circle No. 37 on reader service card for more information. 











WORK CLOTHES—Clothing made of 
Union Carbide’s new staple fiber, 
dynel, is reducing clothing replace- 
ments in acid and caustic plant oper- 
ations by as much as 75%, according 
to reports received by Chem-Wear, 
Inc., makers of the clothing. These 
reports attest to the fabric’s chemical 
resistance and point to the heavy 
expense of frequent replacements on 
ordinary work clothes. Chem-Wear 
has an unlimited life expectancy, 
show tests conducted at Stauffer 
Chemical Co.: while regular cotton 
lasts less than a full shift, Chem- 
Wear garments have lasted several 








months without any signs of wear. 
The test pictured shows what hap- 
pens when a cotton shirt (left) and 
a dynel one are bathed in 60% sul- 
furic acid for two minutes, then 
washed and dried. 

Circle No. 114 on reader service card 


NURSES’ OXFORD—Sperry Top-Sider, 
long known for shoes that give safe 
footing on hazardous, wet surfaces, 
has now introduced a dressy, white 
leather oxford designed to give 
nurses non-slip protection and real 





It’s made with the 


foot comfort. 
special non-skid sole that gives de- 
pendable footing on wet or slippery 
surfaces, including tile or linoleum 


floors. Made of soft white elk 
leather, the shoe is available in 
women’s sizes 4 to 11, and for men 
in sizes 6 to 12. 

Circle No. 115 on reader service card. 
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EXPANDED METAL—This cute young 
thing is demonstrating an important 
characteristic—of expanded metal. 
She is standing on a solid sheet of 
metal which is supported by a wood 








ing 
Expanded Metal. While the solid 
sheet bends noticeably, the expand- 
ed metal on which it rests remains 
perfectly rigid. Conclusion: slitting 
and stretching metal to its expanded 
shape and pattern gives it greater 
strength. The added strength, plus 
the cost advantage of using less 
stock to cover a given area makes 
Wheeling Expanded Metal a valu- 
able material for numerous indus- 
trial uses—most common of which 
is its application in transmission 
guards and conveyor covers. 
Circle No. 116 on reader service card. 


GAS DETECTOR—Since the detection 
element is built right inside the 
probe of Atlas Exploration Co.’s new 
Probetector, the portable unit de- 





tects explosive gases immediately. 
It gives a continuous reading of the 
gas concentration, calibrated for the 
lower explosive limit of combustible 
gases, and needs no aspiration bulb. 
It comes in a rustproofed case. All 
working parts are protected and en- 
closed, so that the Probetector can 
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withstand exposure and unusual 
hazards. The instrument dial is cali- 
brated for the lower explosive limit 
of methane gas—but calibrations for 
any other gas are available. 

Circle No. 117 on reader sevice card. 


It sweeps a five-foot swath at a 30- 
degree angle, so that debris is de- 
posited outside the tractor wheels. 



























TRACTOR SWEEPER—You can give 
outside areas a clean sweep-down 
with this new Meili - Blumberg 
sweeper, specially designed for the 
Ford tractor. The broom is driven 
by rear power take-off at a fixed 
ratio to engine speed, providing effi- 
cient sweeping at all tractor speeds. 





Either fibre or steel brushes are 
available. 
Circle No. 118 on reader service card 
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Unitrep States SAFETY SERVICE Co. 


Kansas City 6, Missouri © Branches in Principal Industrial Cities 


In Canada — PARMELEE LTD., 11 Watkinson Ave. — Toronto 9 


Circle No. 38 on reader service card for more information, 























Whe Donald 


KANISTER KIT 


ON-THE-SPOT-FIRST-AID 


ve MOUNTS ANYWHERE...in the cab 
of your truck, in outbuildings, on 
posts in construction areas. Keep a 
McDonald Kanister Kit handy at all 
times! 

yx TREAT INJURIES INSTANTLY! Kan- 
ister Kit affords instant first aid— 
prevents dangerous delays in the 
treatment of burns, cuts and other 
injuries. 

yx EASY, SANITARY TO USE...Weath- 
erproof, metal canister opens with 
a twist of the wrist. Complete roll-up 
kit may be held on forearm to pre- 
vent contamination from ground 
and other sources. 

yr STANDARD ASSORTMENTS AVAILABLE 
of quality first aid materials. Or, 
kit can be filled to your specifi- 
cations. 


Write for bulletin and prices, Today! 


B.F. McDONALD CO. 


Manufacturers & Distributors 
of Industrial Safety 
Equipment 





5721 W. 96 STREET 


Houston 
Circle No. 39 on reader service card. 
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ISAFETY'| 


WEAR YOUR 
|, GOGGLES . 


FIRST 
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NEW TYPE EASTERN “A” STANDARD 
The most effective warning sign for work 
areas. Wide base red angle-iron frame 
won't blow over. Yellow free-swinging sign, 
black lettering on both sides. Choice of 
eight standard legends, also reflectorized. 
Portable unit stands 27-in. high by 18'-in. wide; 
folds and locks 18-in. x 18-in. sign in place; flags 
removable; weighs only 13 Ibs. 

[ OFFICE | Eastern Metal also makes general industrial and safety signs, 

shown at left — all official designs as specified by American 
FIRE ll Standards Association — new legible 
lettering, heavy- gauge 
resistant flexible baked enamel. Prompt 
delivery, economical price. 

Send for illustrated folder and price list . 


CLEARANCE|MUN Ia) Bart aac mete 


Circle No. 40 on reader service card for more information 


Won't Blow Over 
Folds and Locks in Place 


steel, weather- 


Elmira Heights 7, N. Y. 
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COUPON 
— 
TITLE 
FULL FIRM 


LOS ANGELES 45, CALIFORNIA 
Other Offices in San Francisco and 





a\ Service ne 
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Accommodates two cots and two sus- 
pended litters. One side can be used 
for cargo or fitted with either full length 
5 person folding bench or 2 reclining 
lounge chairs. Use of eiiher side for 
beds, chairs or cargo independent of 
use of other side. 

Windows fitted with sliding safe'y 
glass. Level Action Suspension and 
148 in. wheelbase float over bumps that 
would shake and jar the ordinary 
limousine. Insulated roof. 7 in. variable 
speed fan and 2 adjustable roof ven- 


667 Southard Avenue 


t, Roomiest Stock Ambulance 





tilators. Large, easily accessible medi- 
cine cabinets. 

Permatrimmed in attractive, easily 
cleaned art leather. Driver-patient par- 
tition fitted with triple, sliding center 
unit windows. Offers the unmatched 
ease of patient loading and handling 
possible only with side door access. 
All the ruggedness, safety and economy 
for which the names Ford and Siebert 
have long been famous. When you see 
this ambulance, handle it yourself, you 
will know that you can pay more but 
you can’t buy better. 


“Quality. Coach Craftsmen Since 1853” 
Toledo 2, Ohio; 
Please send literature and prices on the Siebert Industrial Ambulance. | 











STREET. 





PASE eee CITY & STATE 





Circle No. 41 on reader service card for more information. 
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See the big difference 


Mic © t-inch Adhesive Compress 
brings you all these features 


& OFF-CENTER OPENING . . . with turned-back tabs 
to protect sterile pad when soiled hands open it. 
LONGER...the longest made... 3%"... fits 
around and overlaps big knuckles. Won’t peel 
up on ends when hands get wet or sweaty! 
NON-RAVEL PAD ... no loose threads in wound 
area... looks neat, stays neat! 

And it’s a Jarge six-layer gauze pad, a full %” 
x 1%"...all gauze, no cotton filler! Get this 
complete protection , . . ask for No. 100A. Write 
for samples. 


Medical Supply Company 


1023-7 W. State St., Rockford, Illinois 


Circle No. 42 on reader service card. 








TRAFFIC COP FOR AIR 


Continued from page 40 


as the fan’s: otherwise, the fan labors 
trying to pull air through a restrict- 
ed space. 

It’s a better idea to restrict your 
fans to general room- ventilation: set 
up separate local exhaust systems 
for processes that require extra ven- 
tilation and ductwork. 


Another design mistake that saps 
fan efficiency in the use of ducts is 
to build right-angle bends. Wher- 
ever there is a sharp angle in the 
air path, resistance is increased and 
ventilating pull is lost. 


Always put your fan at the dis- 
charge end of a duct. If you try to 
push air through, rather than pull 
air from ductwork, you’ll increase 
noise and cut down on fan efficiency. 
This is because a propeller fan 
throws air with a spiral motion, add- 
ing friction against piping walls. 

One unavoidable use of ductwork 
is in the ventilation of a blind room. 
That is, one that has only one out- 
side wall. Since both intake and fan 
must be on the same wall, a duct 
can be installed to lead from the fan 
away from the wall. That way, the 
air must move from the intake, then 
back towards the fan through the 
duct. 





Protect Your Operators ALL 


WAYS with Searjeant Punch 
Press SAFETY GUARDS 





ebay: 

Sweep type Guard sweeps across feed 
area on downward stroke of ram. 
Once installed nothing need be re- 
moved while making press adjustments 
—complete guard unit swings to one 
side. Available with or without auto- 
matic tally or reset counter. Shield 
for guard arm at no extra cost. Send 
for Bulletin 125 

Single trip or Non-Repeating Mechan- 
ism (fits in clutch operating rod) 
guards the operator against the hazard 
of the press re guano if he fails to 
release the clutch operating rod before 
the cycle completes. Send for Bulletin 


FITS ANY PRESS e 30 DAYS’ TRIAL 


Searjeant Metal Products, Inc. 
Dept. O Box 101, MENDON, N. Y. 


Circle No. 43 on reader service card. 
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Tarbonis 


CREAM 


INDUSTRY’S 
PROTECTOR 


Against a Host of Common Skin Irritants 
Few medications can equal the fine 
record of TARBONIS for relieving 
skin irritations and guarding against 
their recurrence. 

Countless are the industrial medicine 
chests on whose shelves TAR- 
BONIS occupies a key spot! 


Tarloonis 


















is available in 1-lb., and 6-Ib. jats. _» DZ 
7) > 


SAFETY 


BULLETINS 


EQUIPMENT 


es 


FOR ALL INDUSTRIES 


Fac0ed 


BULLETIN 
BOARDS 
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Plans jor Tomorrow 


Depend an of 
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STYLE NO. 440 


schools, hospitals, 




















an See ee a many other locations. 
SKIN IRRITANTS | THE TARBONIS COMPANY, Dept. OH 
© Cutting Oils 4300 EUCLID AVE., CLEVELAND 3, OHIO 
- Crome — “ | Please send me a free sample of TARBONIS. ( p (0 
cre 
¢ Lime | company 
© Metal Dust 
® Urea and Phenol ADDRESS __ 
© Plastic Compounds ciry__. ZONE STATE 
© Naphtha | 
® Detergents | ®* DEPT 


Circle No. 44 on reader service card for more information. 
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tical answer for office and plant use, institutions, 


2830 N. FOURTH STREET - 


F.O.B. $ Ov 
PHILADELPHIA 
A quality bulletin board 
that may be adopted for 
general use . . . Manu- 
factured of a specially 
fabricated cork faced ma- 
terial with a hardwood 
frame. Cork face is in 
natural tan color, frame 
satin-finish stained a 
slightly darker shade to 
harmonize . . . Size over 
all, 27” x 39”... A prac- 


commercial establishments and 


SPECIAL SIZES TO ORDER 





SEND FOR BULLETIN MA-71 
Safety € guipment for all Sndurtrier 


INDUSTRIAL PRODUCTS COMPANY 


PHILADELPHIA 33, PA. 





Circle No. 45 on reader service card for more information. 
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In planning your fan locations, 
keep these don’ts in mind: 

e Don’t place an exhaust fan on the 
side of a building facing prevailing 
winds. If you do, it has to pull 
against the wind. 

eDon’t cover exhaust fans with 
screens: they get clogged up with 
dust and dirt, cutting the air flow. 
Use louvered shutters instead. 


BOOK SHELF 
Continued from page 11 


as complete an encylopedia of those 
factors as we have seen. It doesn’t 
attempt to outline individual prob- 
lems of specific industries, but lists 
and explains over 7600 different sub- 
jects, terms, processes and materials, 
Its 1280 pages present information 
alphabetically—from abaiser (an- 
imal charcoal) to zymone (the resi- 
due of wheat glutton after it has 





Post Card Publicity 


BENNY FERNANDEZ - BURN VICTIM 
GOGGLES SAVED His Eves! 





THE BURN ~ THE RECOVERY - BENNY TODAY 


You have probably seen the 
photo series showing the fabulous 
case of Benny Fernandez, Colorado 
Fuel & Iron Corp., (Pueblo, Colo.) 
worker who was hit in the face by 
molten metal. But have you seen 
the post card that CF&I publicity 
manager Jack Lacy printed? It 
shows three stages in Benny’s 
recovery, spreads the safety-glasses 
gospel with its photos. 





been treated with alcohol)—so that 
the book can be used as a quick 
reference on fire inspection. 


Color Is How You Light It: Sylvania 
Electric Products, Inc., Salem, Mass. 
50 cents. 

What color is red? It all depends 
on the kind of lighting under which 
you’re looking at it. Since there are 
now eight different colors of white 
light on the market—daylight, warm, 
cool and soft fluorescents, incandes- 
cent, etc.—you can see that the 
probiem of selecting color and light 
combinations gets to be a complicat- 
ed one. 

This new book was done under the 
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supervision of the company’s color 
expert, Winonah Murphy. It’s job: 
to predict just how a given color will 
look under any one of the eight 
colors of light. After complete tests 
of light’s effect, Miss Murphy and 
her staff divided the colors into five 
groups, used 40 large swatches to 
show how they appear under various 
types of illumination. 


Techniques Of Plant Maintenance— 
1951:—Clapp & Poliak, Inc., New 
York. $6.00. 


Did you attend the Plant Main- 
tenance Show in Cleveland last Jan- 
uary? If so, you probably picked up 
some important pointers from the 
panel of experts who presented pap- 
ers at the conferences. In case your 
pencil gave out before your notes 
were complete, or if you’d like to 
have the entire proceedings for ref- 
erence, you'll be interested in this 
year’s Techniques of Plant Mainten- 
ance—1951. It contains, in its cloth 
binding, the whole ball of wax—all 
papers delivered and pictures. 








SH-0-C-K 


ABSORBER 


safety belt 


saves the man by saving the window anchor! 


Safety Progress’ 


oo say Safety Engineers and leading state boards. 


The SAFE-HI Window Cleaners’ Belt is engineered 


and built to the most modern standards of safety—plus 


maximum comfort and freedom of action. 


It features a safety rope of UNOLYN, which is 


a shock absorber that e-l-o-n-g-a-t-e-s under the impact 


of a falling man and cushions his stop. 


Ask for our Bulletin “96 to 1” for complete details. 


See Your Safety Dealer or Write 


SPECIFY 


Cufe™ 


PRODUCTS 
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YOUR EMPLOYEES 
NEED SALT 


TO COMBAT HEAT FATIGUE 
FURNISH THEM 


ENTERIC COATED 
SALT TABLETS 


@ PEP-UP are the 
original patented 
ENTERIC COATED 
salt tablets. 

@ Will not cause 
nausea or salt 
sickness. 

@ Coating is mois- 
ture proof and 
will not attract ro- 
dents or bugs. Can 
be stored for long 
periods safely. 

@ Meet government 
specifications for 
Type Ill Class B 
Enteric coated salt 
tablets. 


EXPENDABLE DISPENSERS—PEP-UP TAB- 
LETS come to you in sanitary factory sealed 
dispensers at no extra cost. Throw away dis- 
pensers when empty—Hang up a new one. 
Save the cost of purchasing, cleaning and 
refilling dispensers. 





Unitep States SAFETY SERVICE Co. 


KANSAS CITY 6, MO.* BRANCHES IN PRINCIPAL INDUSTRIAL CITIES 





In Canada — PARMELEE LTD. — Toronto 
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White PIONEER Stanzoils 


Protect Your 
Products... 


Speed 
Workers’ Hands 


Easy-to-wear 
Whitecaps speed 
production in food 
handling, other jobs 
wheresanitary clean- 
liness is vital. Also 
in handling small 
parts —workers 
really see small dark 
pieces in assembly 
and inspection, and 
feel ’em, too! White- 
caps won’t smudge 


Curved Fingers 
snug fit to tips 


Non-Slip Grip 
holds wet 
slippery things 

as if dry 


_—_> 


Light Weight 
greater finger 
sensitivity 


Permanently 
Satinized 
Lining—-easy 
on, easy off 


white products. For heavier jobs—regular white Stanzoils, 
light, medium, heavy weights. All of white DuPont neo- 
prene, long lasting in oils, acids, caustics. Buy white 
Stanzoils from your supplier, or write today for complete 


information and prices. 
Industrial Glove Division 
The PIONEER Rubber Company 


638 Tiffin Road * Willard, Ohio 
644 N. Vermont, Los Angeles 4, California 
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“Meet all fire regulations of 

Insurance Companies, State 

( and Municipal authorities. 
© 


21” W x 48” L x 37” H 
24” W x 58” L x 37” H 


Write for Bulletin No. MB-71 
Safety Equipment for all Industries 


SIZES ° 
20” W x 35” L x 33” H " so cover is allowed to 





INDUSTRIAL PRODUCTS COMPANY 


2830 N. FOURTH 


Circle No. 49 on reader service card for more information. 
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SAFETY STORAGE 
BINS 


For shipping and re- 
ceiving rooms and 
other plant areas 
where excelsior, paper, 
rags, paint and other 
combustibles are used. 


Sturdily manufactured 
of heavy gauge gal- 
vanized iron with re- 
inforced angle corners. 
Fitted with fusible link 









close automatically in 
case of fire. 





STREET »- PHILADELPHIA 33, PA. 
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7 SELL EYE SAFETY TO EMPLOYEES 


Ask your distributor’s representative to 
show you the kit of posters, pay en- 
velope inserts, PA system scripts and 
other material that sells workers force- 
fully on desire to use proper safety. 
eyewear. 


SAFETY GLASSES FOR EACH JOB 
A complete range of Bausch & Lomb 
safety eyewear, engineered to meet the 
most rigid tests for each job classifica- 
tion in your plant. 


PROTECTION. PLUS CORRECTION: : 


For at least 50% of your workers -pre- 
scription lenses are necessary to, work- 
ing efficiency as well as to safety. Your 
B&L distributor offers prompt prescrip- 
tion service on all types of industrial 
eyewear. 


CI] His OWN 
[_] HIS FOREMAN’S 


[_] MANAGEMENT'S 


E.. accidents happen tuo those who invite them, sure 
—but are you sute this man understood the consequences 
of working without safety eyewear? 

Casualty companies have long agreed that a fotal eye 
safety program must include education of workers by 
management. 

Bausch & Lomb is prepared to assist with a forceful 
educational program. It’s part of a total eye safety service 
you can put into operation immediately. Write Bausch & 


Lomb Optical Co., 745-7 St. Paul St., Rochester 2, N. Y. 


BAUSCHZ6 LOMB “~~ 











Safely Cyoweat 
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In the research laboratories of hospitals, 
clinics, and medical schools throughout 
our country, the lights burn late... as 
scientists constantly strive to halt 
humanity’s greatest enemy—CANCER. 


As the lights continue to burn, the hope 
for a cure grows brighter... here’s why: 
Cancer Research Is Paying Off 
Through research—which you have 
helped to support by donating to the 
American Cancer Society—medical 
science now has new weapons to combat 
this disease more effectively than ever: 


Drugs—there is evidence that a chemical 
treatment for cancer may be perfected. 
Certain drugs will prolong the lives of 
cancer victims... other promising com- 
pounds are being tested. 


Hormones—treatment with hormones, 
such as ACTH and Cortisone, has 
brought about dramatic, although tem- 
porary, effects in some types of cancer. 
Other hormones have helped control ad- 
vanced cancer of certain organs. 
X-rays—the development of more power- 
ful machines promises to make this form 
of treatment more effective. 


Isotopes—radioactive chemicals are be- 
coming increasingly useful in treating 
certain rare forms of the disease. 

In addition, surgical technics have 
been improved so much that once hazard- 
ous operations can now be performed 
safely. And progress is being made in 
the development of tests to detect cancer 
in its earliest stages when the chances 
for cure are best. Research has made 


Help Science Help You. 
gee 


CANCER _ 
Totus Ural, Rat Gfice 


... your gift will reach your 


American Cancer Society Division 


OCCUPATIONAL HAZARDS 


these life-saving advances possible. But, 
as long as cancer continues to kill some 
210,000 men, women, and children in our 
country each year, we must keep the 
lights burning in the laboratories! Much 
more research needs to be done before 
cancer can be dealt the final blow! 


Your life—the life of everyone you 
know—is at stake. Give generously to 
the 1951 Cancer Crusade. 


.. Give To Conquer Cancer 


CANCER, 
care of Your Local Post Office 
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Here is my contribution of $ | 
to fight Cancer. ; 
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